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William A. Hinton State Laboratory Institute 
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05/14/2011 


George Papachiistos 

Assistant District Attoniey, Norfolk County 


Dear ADA Papachiistos, 

Enclosed is the information you requested in regards to Commonwealth vs.^^^^^^^^Hncluded are 
copies of the following; 


1. Curriculum Vitae for Annie Dookhan & Kate Corbett 


2. Drug Analysis Laboratory Receipts. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. UV Spectral analytical data for sample 

6. GC Spectral analytical data for samples # 

7. Quantitative GC Spectral analytical data for sample 

8. GC/Mass Spectral analytical data for samples 


Amiie Dooklian was the custodial chemist and perfomied the preliminaiy testing, net weight and quantitative 
analysis for these samples. Kate Corbett was the confirmatory chemist and analyzed the GC/MS data for 
these samples. 


If you have any questions about these materials, please call me at the number below 

Sincer 



Annie Dookhan 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6631 










Curriculum Vitae 


Aunie Kliaii (Dookliaii) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistiy. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 “ present 

Chemist L Ih Massachusetts Department of Public Health, Drug Analysis Laboratory 

^Completed six-week training course conducted by senior staff within the Depailment of Public 
Health, Drug Analysis Laboratoiy. 

Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

^Responsible for the identification of illicit dmgs to detemiine violations of harmfiil and narcotic 
drug laws. 

"^Trained in the use of complex analytical instnuiientation, microscopes and balances for the 
piupose of dnig analysis. 

"^Maintenance and repans of all analytical instiTiments. 

"^Responsible for the Quality Control of all analytical insti'uments, reagents and controls/standards. 
^Oversee the Quality Control/Quality Assurance program for the Diiig Lab, 

*Notaiy Public. 

^Qualified as an expert witness in Massachusetts Couits and U.S. District Court 
2001 -2003 

QC Analyst L IL UMMS-Massachusetts Biologic Laboratory, QC Material Control 

^Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

^Method Development for creating new teelmiques and enliancing vaccines for the QC Dept, and 
FDA. 

"^Writing, revising and reviewing Standard Operating Procedures (SOPs). 

^Trained and supervised new chemists and interns for the department. 

^Routine QC testing of products for the FDA. 

*Tramed in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

"^Calibration, preventive maintenance, QC and QA of analytical instmmentation. 

^Complete testing of cheinicais for Vendor Validation Project for the FDA. 

"^Compendial testing and iiiteipretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice “Forensics Professionals, (numerous trainings) 

GLP/GMP ttaining with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek. 

HPLC and LC/MS/MS trainings with Waters Cooperation. 

FTIR training with Spectros. 

TOC ti'aining with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 


Folk DIG PRR 048189 



Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMiSTRY May 2003 
MERRIMACK COLLEGE 

Coursework included: Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis. Instrumental Analysis, Physical Chemistry, Physics. Calculus 


Employment 

Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts drug laws 

> Operate analytical instrumentation, microscopes and balances for forensic 
drug analysis 

Chemist 1 State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 
drug analysis 

> Successfully completed an eight week training course in the analysis of drugs 
conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory 

> Appointed an assistant analyst for the Department of Public Health, Drug 
Analysis Laboratory in 2005. 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, INC - Shrewsbury, MA 

> Prepared chemistries used in making sensor beads 

> Generated and examined sensors employing fluorescence spectroscopy 

> Performed protein, dye and sugar assays using UVA/IS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLICE CRIME LABORATORY - Sudbury. MA 

> Assisted in the gathering of case files to fulfill the National Institute of 
Justice’s No Suspect Backlog Reduction Grant 

> Observed in the Evidence, Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 


Folk OIG PRR 048190 



PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratoiy Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amlierst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: 

Name and Rank of Submitting Officer: _ 


_Police Reference No.: 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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Received by: 


Date: / 















PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
TeJ (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9:00 - 12:00 
1 : 00 - 3:00 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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Received by: 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Execiiiive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
TeJ (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 
2:00--4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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Received by: 



Date: !^ 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: cU^/y/syir^cjCh __Police Reference No.: 

Name and Rank of Submitting Officer:_ d\M. 












PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Heaith and Human Services 
Department of Public Heaith 
State Laboratory Institute 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: CO £>y M 
Name and Rank of Submitting Officer: _ 


_Police Reference No.: 



Defendant(s) Name (last, first, initial): 








PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: iA')OU 'f‘ 


Name and Rank of Submitting Officer: 


_Police Reference No. 


Defendant(s) Name (las t, first, initial ): 


To be completed by Submitter 

Description of Items Submitted 




To be completed by Lab Personnel 

Gross Weight Lab Number 
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Received by: t>y\e 


Date: 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Te! (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


DRUG RECEIPT 


Ainlierst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 



Defen(lant(s) Name (last, first, initial): 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 








PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: 

Name and Rank of Submitting Officer: 



_Police Reference No.: 

i&2^Ft^vo iAAgt-^ i/TrlM 



Defendant(s) Name (last, first, initial 


To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 








PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute Amherst Drug Laboratory 

Tel (617) 983-6622 Tcl (413) 545-2601 

Fax (617) 983-6625 Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG l^CEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 

















PLEASE PRINT CLEARLY OR TYPE ALL INFORNIATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Te! (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 ^ 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: I a )i 




Name and Rank of Submitting Officer: 


"iMf 


Police Reference No.: 




Defendant{s) Name (la st, first, initi al): 
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Date Analyzed 

City: Weymouth Police Dept. 

Officer: Detective THOMAS ANDERSON 


O 

CO 4^ 

b) F3 
o o 


If 

S o 

T S' 

9 T) 

> ^ 
CO O 
CD 

n ^ 

7) r*- 
CO 

o 

z 


Amount: z.u 

No. Cont: 1 Cont: pb 

DateRec'd; 10/04/2010 
Gross Wt.; 3.70 


Prelim: Oy.^Acoc'^Oc\^ Findings: 


Subst:TABS 

No. Analyzed; 

Net Weight: O- 
# Tests; 
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Date Analyzed: ^ j f ^ 
City: Weymouth Police Dept. ^ 

Officer; Detecti ve THOMAS ANDERSON _ 

Def: 


Amount: 3.0 

No. Cont: 1 Cont: pb 

DateRec'd: 10/04/2010 
Gross Wt.; 3.70 


Subst:TABS 

No. Analyzed; 

Net Weight: ^ 

# Tests: \ 


Prelim: 6 xC;;^c.odooj 2 - Findings^ 



DateRec'd: 10/04/2010 

No. Analyzed: 

Gross Wt.: 4.00 

Net Weight: O -G"!- 


# Tests: 

•2t^C 

Prelim: ox'^ocioa.C 

Findings: 
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No. 


Date Analyzed 


City: Weymouth Police Dept. 
Officer; Detective THOMAS ANDERSON 
















Date Analyzed; 


No. 

City; Weymouth Police Dept. 
Officer; Detective THOMAS ANDERSON 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# AGENCY ANALYST 

No. of samples tested:_ Evidence Wt _ 


PHYSICAL DESCRIPTION: 

i. -Vc.^>oVe'\ 

\ ^'s> 



Gross Wt< ):_ 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt: r> .yOx^SS 


\\V'\ \3)'2- So’Z 

OVcuaa.^ O V Vi^S 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocivstalllne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 

C^l^oa\<^d.ex _ Pv-VL-@ 


PRELIMINARY TEST RESULTS 
RESULTS ocLon<^ 

DATE X O 


GC/MS CONFIRMATORY TEST 

RESULTS tOX-^c ocLooff 
MS 

OPERATOR \ccv<l _ 

DATE w-Il'X.-'KO 


Revised 7/2005 
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MICflOMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCl 


Regulatory-Status: 

Schedule tl 


Ingredients 



Active-ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose {Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Giycofate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Available-Contafner- 

Sizes: 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualilest Pharmaceuticals 


Manufacturer Product 

Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicyfic Acid) 

Registry Numbers: 

NOC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. Ail rights reserved. 


http;//wv\v.thomsonhc.com/lics/librariaii/PFDefau!tActionId/nf,PrinlReaf1v 

'^/i4/7ni 1 
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DRUG POWDER ANALYSIS FORiyi 



PRELIMtNARY TESTS 
Spot Tests 


Mlcrocrystalltne Tests 




PRELIMINARY TEST RESULTS 


RESULTS 


RESULTS 


DATE 


MS 

OPERATOR 




DATE 


\V-2-2—\ O 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISMDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status; Schedule II 
Ingredients 

Active-ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients; Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Giycotate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Avaiiable-Container- 

Sizes: 

Contact: Aclavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 “ Oxycodone Afone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicyiic Acid) 

Registry Numbers: NDC 62152-0215-02 
NDC 52152-0215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


httD://v'yWW.t!ionisor)hr r.nm/hr.^/hhrDvtan/PF'n^afanlf A ^ 
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DRUG POWDER ANALYSIS FORM 


SAMPLE H 


No. of samples tested; 


AGENCY ANALYST 

Evidence Wi 





PHYSICAL DESCRIPTION: 

^ 'N v 



Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: O , b 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcroctvstalllne Tests 

Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 

0<\CAQ<;t\flrLa^c A-P- 


PRELIMINARY TEST RESULTS 
RESULTS /•aoco'i /» 

date u- v%~-nO 


GC/MS CONFIRMATORY TEST 
RESULTS ^ 

MS 

OPERATOR \<^CNC _ 

DATE_\ V- Z I.- \ o 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule il 

Ingredients 

Active-ingredient: Oxycodone Hydrochloride ^ 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien MalJmckrodt 
Product ID: 65942B1 

AAPCC Code: 037705 - Oxycodone Alone or In Combination {Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Aft imprints: M30 - The M enclosed In a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color; Light Blue 
Shape: Circle 

© 1974“ 2011 Thomson Reuters. All rights reserved. 


hifrs^ /1-./I-.U,— rr\r^T\ 
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1 . A 




PHYSICAL DESCRIPTION: 


Gross Wt ( ): 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


RESULTS 


DATE 


MS 

OPERATOR 


IcCkC. 


DATE \\-2Z-\0 


Revised 7/2005 


Folk OIG PRR 048216 















MICROMEDEX® Healthcare Series : POISINDEX® Document 

Page 1 of 1 


POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule li 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystailine 

Povidone 

Sodium Starch Giycolate 

Stearic Acid 

FD&C Blue No. 1 Aiuminufn Lake 


Availability & Manufacturing 


Avaiiabffity: 

United States 


Availabie-Container- 

Sizes: 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCCCode: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue- 


Shape: 

Circle 


© 1974“ 2011 Thomson Reuters. Al! rights reserved. 


bttn://www.thoTn.‘?OTiIic.cnm 

/bcR/lihrnnnnAPFDpfanlt A rti nnlrl/nf PrintT? 

</i /i/or>i 1 
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DRUG POWDER ANALYSIS FORM 


G 


SAMPLE # 



No. of samples tested: 


AGENCY ANALYST ^,<^9 

Evidence Wt 


PHYSICAL DESCRIPTION: 

\3Vv-4_e 'OOVJ^c^ -V<5vVaV-eHr 

V (>b 



Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt!_ 

Net Wt: O. 3c>c>^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MlcrocrystalUne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 

fV\LAc^rT\aUv>c P>-vvr^ 


PRELIMINARY TEST RESULTS 
RESULTS K 

\v- \%-\0 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR_ ^g-CVC, 

DATE \V-^2--\0 


Revised 7/2005 
Folk_OIG_PRR_048218 







MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochioride 

Also known as Oxycodone HCl 
Regulatory-Status: Schedule fl 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipfents: Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Giycolate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Available-Contalner- 

Sizes: 

Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 62152-0215-02 
NDC 62152-0215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint; A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


thnmsnnhr rnm/Lr'o/LLbi-'ivic 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



agency 


ANALYST Ciy^O 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

■5 WvJuQ. CO tNt\ -VCvNaVjui- 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt; Q . 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocivstalllne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 

CY\cAOOfvcCp^r 


PRELIMINARY TEST RESULTS 

RESULTS OJ^ o(±.0<\£>, 
gate \ V-V & o 


GC/MS CONFIRMATORY TEST 

RESULTS_ O oct, o<\ 

MS 

OPERATOR _ 

DATE v\-aL-\0 


Revised 7/2005 


Folk OIG PRR 048220 












MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule il 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystaltine 
Sodium Starch Giycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
ProductlD: 6594281 

AAPCC Code: 037705 ^ Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE n 



GENCY 


No. of samples tested: 


Qv^.-yVi ANALYST 
Evidence Wi 




PHYSICAL DESCRIPTION: 

\ 'OVCoL -VC^-VaVOV* 

V 



Gross Wt{ ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: . \ X S n 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's _ 


Mlcrocrystalllne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 


Orvty\ocv\d. ajg OrV ^ 


PRELIMINARY TEST RESULTS 
RESULTS 

date ^ 


GC/MS CONFIRMATORY TEST 
RESULTS O X '^c r\ /? 

MS 

OPERATOR ycfic- _ 

DATE 


Revised 7/2005 


Folk OIG PRR 048222 
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POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule 11 

Ingredients 

AcUve-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Com 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covldien MaNInckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetyisaficylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed In a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 “ The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

©1974- 2011 Thomson Reuters, All rights reserved. 
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htfn* ZAji/imT/ 





CJ> 


DRUG POWDER ANALYSIS FORM 


SAMPLE n 



AGENCY 


ANALYST 




No. of samples tested; 


Evidence Wi 


PHYSICAL DESCRIPTION; 

2- NoVcvfl. <0 'V&N.SsVjti^v 

V'\ fVs» 



Gross Wt( ):_ 

Gross Wt { );_ 

Pkg. Wti_ 

Net Wt; Q . \0\&Q 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTA_(_J_ 

OTHER TESTS 

CY\ or<\H \ ^ 


PRELIMINARY TEST RESULTS 
RESULTS /g 

•^ATE \ V~ yg-iO 


GC/MS CONFIRMATORY TEST 

RESULTS X o cLQ 

MS 

OPERATOR _ 

DATE U-2-Z--\0 


Revised 7/2005 


Folk OIG PRR 048224 
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POlSfNDEX® Product List 



Oxycodone Hydrochloride 


Aiso known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Glycolate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United Slates 


Availabie-Container- 

Slzes: 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualltest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 “ Oxycodone Alone or In Combination (Excluding Combination Products with 

Acetaminophen or Acetylsaiicyjic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form; 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974'- 2011 Thomson Reuters. Ail rights reserved. 


httn://\vw'w.tliomsonhc.com 

/hn.c;/librar!?ni/PFDpfan 11A of int>THMf PWritP; 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY Lju32-mc<\ c;:> ANALYST 9V^ O 

Evidence Wt 


PHYSICAL DESCRIPTION; 

^ WVujt t'Oxrxti ■VC^'w'ulri- 



Gross wt { ):_ 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt: O , So 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcroctvstalUne Tests 
Gold 

Chloride_ 

TLTAj__J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS Q x^fr^ r-L ^ 

DATE_ \ \ \ O 


GC/MS CONFIRMATORY TEST 

RESULTS_ oc\^ 

MS 

OPERATOR ^C■9^c. _ 

DATE_ \ -"\D 


Revised 7/2005 


Folk OIG PRR 048226 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Afso known as 

Oxycodone HCi 


Regulatory-Status: 

Schedule II 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients; 

Lactose (Monoiiydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Glycolate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United Stales 


Available-Container- 

Sizes; 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID; 

7093498 


AAPCC Code: 

037705 “ Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetytsalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Colon 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. Al! rights reserved. 


httD;//www.thomsonhc.com/hcs/librarian/PFDefan1tArtinnTfI/nf PnTitRpadv 

^/i4/oni 1 

Folk_OIG_PRR_048227 



DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested; 


AGENCY 




oucVS ANALYST, 

Evidenoe Wt 




PHYSICAL DESCRIPTION: 

\»V <voc\ cS,. 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt;_ 

Net Wt; O . X^SQ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microctvstalline Tests 
Gold 

Chloride_ 

TLTA ( )_ 

OTHER TESTS 

OOvAc^rrt Aq^c, 


PRELIMINARY TEST RESULTS 
RESULTS orLo<v; i 

date _ \ v-\ S--tQ 


GC/MS CONFIRMATORY TEST 

RESULTS_ O f ^ 

MS 

OPERATOR \ccsr 

DATE \ W L Z - V Q 


Revised 7/2005 


Folk OIG PRR 048228 
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POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status; Schedule II 
Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycoiate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No, 2 

Availability & Manufacturing 

Availability: United States 
Availabie-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID; 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid} 

Registry Number: NDC 0406-8530-01 
Physical Description 

Imprints; M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints; M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side, 

M30 

Form; Oral Tablet 
Color: Light Blue 
Shape; Circle 

©1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE n AGENCY 

No. of samples tested:_ 


PHYSICAL DESCRIPTION: 

V 




ANALYST 


C=v^O 




Folk OIG PRR 048230 
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POISINDEX® Product List 
Oxycodone Hydrochloride 

Also known as Oxycodone HCl 
Reguiatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride •* 30 IVIG 

Excipients: Starch, Corn 

FO&C Blue No. 2 Alunninum Lake 
Lactose (Monohydrate) 

Cellulose, Mtcrocrystaiiine 
Silicof^ Dioxide 
Sodium Starch Glycolale 
Stearic Acid 

Availability & Manufacturing 

Avaifabilityr United States 
Available-Containsr- 

Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetyisalicylic Acid) 

Registry Numbers: NOC 52162-0215-02 
NDC 52152-0215-11 

Notes 

Notes; Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006, 

Physical Description 

imprint: A; 215 
Form: Oral Tablet 
Color. Blue 
Shape: Circle 

•© 1974- 2011 Thomson Reuters. All fights reserved. 


Folk dlG_PRR_048231 
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PRELIMINARY TEST RESULTS 


RESULTS 



DATE_\\- Q 



MS 

OPERATOR 


DATE \ X V - ’I O 


Revised 7/2005 

Folk OIG PRR 048232 
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POISiNDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HC! 


Regulatory-Status: 

Schedule !l 


Ingredients 



Active-ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Mo no hydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Glycofate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Avaiiable-Contalner- 

Sl^es; 

Bottle of 500: Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCG Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side, 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


(s) 1974- 2011 Thomson Reuters. All rights reserved. 


httn://www.t1iomsonhc.com/hcs/librarian/PFDBfan1tArfinnTH/nf PnntT^f^arlv 

4/1/1/001 1 

Folk_OIG_PRR_048233 
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DRUG POWDER ANALYSIS FORM 


SAMPLE n 


AGENCY 


ANALYST 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

\ VjVolA OOTsCV 
\ -"v ^ 



Gross Wt{ ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: O . n 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalllne Tests 

Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS_ o «• > n>'~V|;2 

^ATE II-V g^-lO 


GC/MS CONFIRMATORY TEST 

results_ 

MS 

OPERATOR \Cc\C_ 


DATE ^ ^.z.- \ o 


Revised 7/2005 


Folk OIG PRR 048234 
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POiSJNDEX® Product List 



Oxycodone Hydrochloride 


Aiso known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule If 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Giycofate 

Stearic Acid 

FD&C Blue No, 1 Aluminum Lake 


Avaiiabillty & Manufacturing 


Availability: 

United States 


Avaiiable-Container- 

Slzes; 

Bottle of 500: Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 “ The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY ANALYST cys^r^ 

Evidence Wt 


PHYSICAL DESCRIPTION: 

'll- f^c’v ■VtA.ViV^'V* 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt: _ 

NetWt: (O.XU^Q 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalllne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS O t /> 

DATE \ V- \ <8^ -\ O 


GC/MS CONFIRMATORY TEST 

RESULTS_O^t f>rLong 

MS 

OPERATOR ^.c 

date \ I- 


Revised 7/2005 


Folk OIG PRR 048236 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Regulatory^Status: 

Schedule 11 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Cellulose, Microcrystalllne 

Sodium Starch Glycolate 

Starch, Corn 

Lactose 

Stearic Acid 

FD&C Blue No. 2 


Availability & Manufacturing 


Availability: 

United States 


Available-Container-Size: 

Bottle of 100 


Contact: 

Covidien Maiiinckrodt 


Product ID: 

6594281 


AAPCC Code: 

037705 - Oxycodone Aione or in Combination {Excluding Combination Products with 

Acetaminophen or Acetylsalicyllc Acid) 

Registry Number: 

NDC 0406-8530-01 


Physical Description 



imprints: 

M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side, 

30 

Alt Imprints: 

M30 “ The M enclosed in a box is imprinted on one side and 30 above the score is 

Imprinted on the reverse side. 

M 30 

Form: 

Cral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 
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POISINDEX® Product List 

Oxycodone Hydrochloride 

Also known as Oxycodone HCJ 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, MicrocrystalNne 
Silicon Dioxide 
Sodium Starch Glycoiate 
Stearic Acid 

Availability & Manufacturing 

Availability: United Stales 

Avallable-Container- Bottle of 100; 10X10 
Sizes: 

Contact: Actavis Totowa 
Product ID: 6527176 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsaiicylic Acid) 

Registry Numbers: NDC 52162-0215-02 
NDC 52152-0215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 
Physical Description 

Imprint: A; 215 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 
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o 


DRUG POWDER ANALYSIS FORM 


SAMPLE « 



AGENCY 


ANALYST 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION; Gross Wt ( ):_ 

(c 5 NoL-vj-a "Y" Gross Wt ( ):__ 

Pkg.Wt:_ 

Net Wt: n . ^ 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalitne Tests 
Gold 

Chloride_ 

TLTA1_J_ 

OTHER TESTS 

rx\ Lyv c> CTx <;» 


PRELIMINARY TEST RESULTS 

RESULTS o/c^t.ocLo<-Vi? _ 
date \ V- V g- iO 


GC/MS CONFIRMATORY TEST 

results _f-^rL 

MS 

OPERATOR ^<L(^C _ 

DATE \ \- 12.~\0 


Revised 7/2005 


Folk OIG PRR 048240 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCf 


Regulatory-Status: 

Schedule tl 


ingredients 



Active-ingredient: 

Oxycodone Hydrochioride - 30 MG 


Excipients: 

Starch, Corn 

FD^C Blue No. 2 Aiuminum Lake 

Lactose (Monohydrate) 

Cellulose, Microcrystalline 

Silicon Dioxide 

Sodium Starch Glycolate 

Stearic Acid 


Availability & Manufacturing 


Availability; 

United States 


Availabie-Container- 

Sfzes: 

Bottle of 100: 10X10 


Contact: 

Actavis Totowa 


Product ID: 

6527175 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 52152-0215^02 

NDC 52152-0216-11 


Notes 



Notes: 

Actavis Totowa LLC acquired Amide Pharmaceuticais effective 05/15/2006, 


Physical Description 



imprint: 

A; 215 


Form; 

Oral Tablet 


Coior: 

Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY L>OQ-<^ry\ 


ANALYST 
Evidence Wt 


P'r’S.7 



PHYSICAL DESCRIPTION: 

V 



Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: O . 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis __ 

Froehde's_ 

Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

_ 

OTHER TESTS 


PREUMINARY TEST RESULTS 
RESULTS QX^C 

DATE \ o 


GC/MS CONFIRMATORY TEST 
RESULTS . 

MS 

OPERATOR _ 

DATE \\-»-r-\0 


Revised 7/2005 
Folk_OIG_PRR_048242 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HC! 


Regulatory-Status: 

Schedule li 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalllne 

Povidone 

Sodium Starch Gfycolate 

Stearic Add 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Avaiiable-Container- 

Slzes: 

Bottie of 500: Bottie of 100; Bottle of 10; Bottle of 1000 


Contact: 

Quaiitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705" Oxycodone Aione or in Combination (Excluding Combination Products with 
Acetaminophen or Acetyisalicylic Acid) 

Registry lumbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters. Al! rights reserved, 
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DRUG POWDER ANALYSIS FORM 


SAMPLE n 



GENCY 




No. of samples tested: 


ANALYST 
Evidence Wt 





PHYSICAL DESCRIPTION: 

\ N '?>'*» 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg.Wt:_ 

Net Wt: \ 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's _ 


Microcrvstalllne Tests 

Gold 

Chloride _ 

TLTA ( ) _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS_ ti r-ick .r> 

date \V- i. Sr Q 


GC/MS CONFIRMATORY TEST 

RESULTS_ O^codLc^'v^ 

MS 

OPERATOR__ 

DATE_\ K-l.T-'^XQ 


Revised 7/2005 


Folk OIG PRR 048244 
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POISINDEX® Product List 


Oxycodone Hydrochloride 

Also known as 

Oxycodone HCI 

Regulatory-'Status: 

Schedule 1! 

Ingredients 


Active-Ingredfent: 

Oxycodone Hydrochloride - 30 MG 

Excipients: 

Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 

Lactose (Monohydrate) 

Cellulose, Mlcrocrystalline 

Silicon Dioxide 

Sodium Starch Glycolate 

Stearic Acid 

Availability & Manufacturing 

Availability; 

United Slates 

Avallable-Contalner- 

Slzes: 

Bottle ofl 00; 10X10 

Contact: 

Actavis Totowa 

Product ID; 

6527175 

AAPCC Code: 

037705 “ Oxycodone Alone or in Combination (Excluding Combination Products with 

Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 62152-0215-02 

NDC 52152-0215-11 

Notes 


Notes: 

Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 


Imprint: 

A; 215 

Form: 

Oral Tablet 

Color: 

Blue 

Shape: 

Circle 

© 1974- 2011 Thomson Reuters, All rights reserved. 
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PRELIMtNARY TESTS 
Spot Tests 


MIcrocrvstalllne Tests 



Marquis 


TLTA 


OTHER TESTS 



PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


RESULTS 


DATE W- 


MS 

OPERATOR 


\CCAC 


DATE 


Revised 7/2005 


Folk OIG PRR 048246 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HC! 


Regulatory-Status: 

Schedule 11 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrale) 

Magnesium Stearate 

Cellulose, Microcrystaljine 

Povidone 

Sodium Starch Glycolate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Available-Container- 

Sizes: 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812 - The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters, All fights reserved. 



Tr'o/liKt'orTon/T^TTTA^a-ronlf A /iaC 
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PRELIMINARY TEST RESULTS 




Revised 7/2005 
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MICROMEDEX® Healthcare Series ; POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule !i 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystailine 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C BiueNo,2 

Availability & Manufacturing 

Availability: United States 

Avaiiable-Container-Size: Bottle of 100 

Contact: Covldien Mallinckrodi 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Aione or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicyllc Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
Imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Ora! Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. AN rights resen-’ed. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY LOc-'^Oh.f 


No. of samples tested: 


ANALYST 

Evidince Wt 


PHYSICAL DESCRIPTION: 

Awl CsO<~>C'^ •VC-.'H. 

^ f>i=» 



Gross wt ( J:_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt; Q. ^ n 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstalllne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 

fWAt:imGU.>tc- _ 9V ACS> 


PRELIMINARY TEST RESULTS 
RESULTS 

date \ \-\Q-\ D 


GC/MS CONFIRMATORY TEST 

RESULTS 

MS 

OPERATOR (<Lc:v<r". _ 

DATE tVl.l.-vQ 


Revised 7/2005 

Folk OIG PRR 048250 
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Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 


Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalllne 
Sodium Starch Glycol ate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No, 2 

Availability & Manufacturing 

Availability: United States 
Avalfable-Container-SIze: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed In a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/hcs/libraria]i/PFDefaultActionId/p£PrintReady 5/14/2011 
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DRUG POWDER ANALYSIS FORM 


c> 


SAMPLE if 



No. of samples tested: 


AGENCY 


cO C-vv;:^ ANALYST 

Evidence Wt 





PHYSICAL DESCRIPTION: 

L-v 'o\.L-te_ fvs-c\cS. 

\'\ V 



Gross Wt( ); _ 

Gross Wt ( ):__ 

Pkg. Wt:_ 

Net Wt: Q . m,q2.-S 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's _ 


IVUcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 

mnocYvolUc. _'ftv-v 


PRELIMINARY TEST RESULTS 
RESULTS 

date w vS~-v.o 


GC/MS CONFIRMATORY TEST 
RESULTS O^t ^ 

MS 

OPERATOR vcravc. _ 

DATE g 2- -1 Q 


Revised 7/2005 


Folk OIG PRR 048252 
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POISINDEX® Product List 

Oxycodone Hydrochloride 

Also known as Oxycodone HCI 

Regulatory-Status: Schedule !1 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

FD&C Blue No. 2 Aluminum Lake 
Lactose {Mo nohydrate) 

Cellulose, Microcryslalline 
Silicon Dioxide 
Sodium Starch GlycoJate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Available-Contafner- ^0^. ^^^10 

Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Ace ty Isa! icy lie Acid) 

Registry Numbers: NDC 62152-0215-02 
NDC 52152-0215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 216 
Form: Oral Tablet 
Color: Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


http://www,thomsonhc.coni/hcs/librarian/PFDefaiiltActionld/pfPrintReady 5/14/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



No. of samples tested: 


AGENCY c<.o ANALYST ^ 

Evidence Wt 


PHYSICAL DESCRIPTION: 


CL cvaLSN.c3 





Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: o , \^ % S 


PRELIWirNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcivstalllne Tests 
Gold 

Chioride_ 

TLTAj;_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 

DATE \\- vg— \ O 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR _ 

DATE \ \- I i 


Revised 7/2005 


Folk OIG PRR 048254 
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POISINDEX® Product List 



Oxycodone Hydrochloride 


Also known as 

Oxycodone HCI 


Regulatory-Status: 

Schedule ii 


Ingredients 



Active-Ingredient: 

Oxycodone Hydrochloride - 30 MG 


Excipients: 

Lactose (Monohydrate) 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Sodium Starch Giycolate 

Stearic Acid 

FD&C Blue No. 1 Aluminum Lake 


Availability & Manufacturing 


Availability: 

United States 


Avaiiable-Container- 

Sizes; 

Bottle of 500; Bottle of 100; Bottle of 10; Bottle of 1000 


Contact: 

Qualitest Pharmaceuticals 


^Manufacturer Product 
Codes: 

UPC 06034-99228 


Product ID: 

7093498 


AAPCC Code: 

037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsaticylic Acid) 

Registry Numbers: 

NDC 00603-4992-28 

NDC 00603-4992-21 


Physical Description 



Imprints: 

4812' The tablet is debossed with 4812 on one side and V on the reverse side. 

V 

Form: 

Oral Tablet 


Color: 

Light Blue 


Shape: 

Circle 


© 1974- 2011 Thomson Reuters, All rights reserved. 


hffn'/AxAXm,/ f-ViAmcOTihr' 
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DRUG POWDER ANALYSIS FORM 


SAMPLE » 



AGENCY LOgjt-<cy\ 


ANALYST 




No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

S'A 


Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt; (D . % 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ~ ) ~ 
Marquis \&\ cyCYC 
Froehde's \:>Vca.cvc 
M ecke s o\^ >0 r<~~\ 


Mlcrocrvstaliine Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 
-> _ 


PRELIMINARY TEST RESULTS 
RESULTS 

date ^\- \%~vo 


GC/MS CONFIRMATORY TEST 
RESULTS CT\ CY\P>> 

MS 

OPERATOR \C(=\e _ 

DATE _\ \-2 7.- I o 


Revised 7/2005 


Folk OIG PRR 048256 







DRUG POWDER ANALYSIS FORM 



Revised 7/2005 


Folk_OIG_PRR_048257 

















DRUG POWDER ANALYSIS FORM 


SAMPLE it 



No. of samples tested: 


AGENCY ANALYST 

. —' 

Evidence Wi 


PHYSICAL DESCRIPTION: 

'A V 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWt: 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate (■-)-!■ _ 

Marquis Y>\c^c-vC- 
Froehde's \3\c:.vcvC- 
Mecke's cx <; e q_oi 


sss 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 

G. -V_ 


PRELIMINARY TEST RESULTS 

RESULTS st\ O ocNP t 

°ATE \ v.g-v. O 


GC/MS CONFIRMATORY TEST 
RESULTS CT\ O 
MS 

OPERATOR \ccv<l. _ 

DATE VV-XX-vO 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested; 


AGENCY t ANALYST Cs ^ 

Evidence Wt 


PHYSICAL DESCRIPTION: 


‘ 2.0 


y*\ V 


Gross Wt ( ):_ 

Gross Wt ( }:_ 

Pkg. Wt;_ 

Net Wt; G > O S 



PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( -) 

Marquis V>\Cvcv.C. 
Froehde's wVovcv.C 
Macke's 6 rf^ 


MIcrocivstalilne Tests 
Gold 

Chloride_ 

TLTA ( )_ 

OTHER TESTS 
~- 


PRELIMINARY TEST RESULTS 
RESULTS Q cv\ PX- 

DATE I 1 S-l O 


GC/MS CONFIRMATORY TEST 
RESULTS ty-\ Q ro c>> 

MS 

OPERATOR \C-Pvc _ 

DATE I I' 2'lr \0 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE 

No. of samples tested: 


AGENCY ANALYST <> 

Evidence Wi 


PHYSICAL DESCRIPTION: 


Lao ^ >. C'^NAH^-VevS.L.'TvQ W\,<U-A_ 

*3. '-Ci ^ -V cma d e \ ^ 


GrossWt< ): \ - g g> r O 

Gross Wt ( ):__ 

Pkg. Wt:_ 


NetWt: 0^<^Kn^ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( —) ^ _ 

Marquis orcr\(i^ —^ o 

Froehde's__J2_ 

Mecke's 


Mlcrocrvstalilne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 

P iNVe.-::. -_ 


\xo - 


PRELIMINARY TEST RESULTS 
RESULTS rtVL-^cc~>\<^^eve^w ^^ n 
date \ \- Lg:-VO 


GC/MS CONFIRMATORY TEST 
RESULTS Cx\ia.AV.CjT\ A 

MS 

OPERATOR \c.o>c. _ 

DATE e2> 


Revised 7/2005 













DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY ulVV. ANALYST D 

Evidence Wt 


PHYSICAL DESCRIPTION: 


Gross Wt ( )! J? 



Gross Wt ( ): 

"i. ct/ve 

V. 

Pka. Wt; 



Net Wt; a \ . (o 

-H- V\CaacS 1 

‘^(eSM.rn^vje 

V\CvS.Vk\sV» . 


PRELIMINARY TESTS 



Spot Tests 


MicrocrvstaHIne Tests 

Cobalt 


Gold 

Thiocyanate! -) 


Chloride 

Marquis 


TLTA ( ) 

Froehde's 


OTHER TESTS 



r<\kAo(^ _ 

Mecke's 





rA.O.ACA dC^ .. 






G.C.QB -> > 2,s^/o 


PRELIMINARY TEST RESULTS 
RESULTS Hcy&Vx'v^Vx 
DATE \V-\%“\0 


GC/MS CONFIRMATORY TEST 
RESULTS ^ 


MS 

OPERATOR 


\eF^C. 


Gi'-arrV -> > A“\TftC 

•\o N>C. 

Cc^\\<cS NAOv.^'^viVv 


DATE 


\ V- XT- \ o 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE it 



AGENCY ^ 


ANALYST 




No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 


LoV\ Ve 


NA X ij'a 


Gross Wt ( ): 2., 

Gross Wt ( ):_ 

Pkg. Wt;_ 

Net Wt; O . Q .5 ^ M 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (•yj 
Marquis — 
Froehde's 
Mecke's 


IVlIcrocrvstalllne Tests 
Gold 

Chloride _ 

TLTA ( -V) _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULT S C .OC.CjLJ^\J2 
date \ v -\^--\0 


GC/MS CONFIRMATORY TEST 

results c.->c 
MS 

OPERATOR _ 

DATE ^ 


Revised 7/2005 

Folk_OIG_PRR_048262 








Wavelength Scan - Scanning 


Print Date; November 22, 2010 8:38 AM 


Instrument Name 
Serial Number 
Software Version 
Method Name 
Filename 
Acquired 


DU 800 Spectrophotometer 
8003263 

3.0, Build 5 2.0.102 
Sample 

November 22, 2010 8:21 AM 


Scan Mode 
Start Wavelength 
End Wavelength 
Wavelength Interval 
Scan Speed 


Abs 

220.0 nm 
500,0 nm 
0.1 nm 
120 nm/min 


# Sample Name 

1 Sample l-l 


Description 

Blank 


‘P 

vV 


o 


Scan Graph 



DU 800 System and Applications Software 


Page: 1 
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Wavelength Scan - PeakA/alley Picker Mode 


Print Date; November 22, 2010 8;42 AW! 


Instrument Mame 
Serial Number 
Software Version 
Method Name 
Pilenaiae 
Acquired 


DU 800 Spectrophotometer 
B003263 

3.0, Build 5 2.0.102 
Sample 

November 22, 2010 8:21 


Scan Mode 
Start Wavelength 
End Wavelength 
Wavelength Interval 
Scan Speed 


Abs 

220.0 nm 
500.0 nm 
0.1 nm 
120 nm/min 


Peaks 

Valleys 

Number Of Peaks 
Sort Criteria 


Sample Name 
1 Sample 2-1 


Yes 

No 

3 

Wavelength, Descending 


Description 

BlO-50965 



Results (Peaks) 

nm Abs 

1 263.0 1.0944 

2 257.4 1.4494 

3 251.8 1.1814 


w 





Wavelength in nm 


DU 800 System and Applications Software 


I 


Page; 1 
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Sequence : C : \CHEM3 2\1\SEQUE£^CE\DEFAULT, S 


Sequence Table (Front Injector): 

Method and Injection Info Partr 

Line Location SampleName Method 

DataFile LimsID 


1 

Vial 

1 

BLANK 

DRUGS 

2 

Vial 

2 

MDMA STD 

DRUGS 

3 

Vial 

3 

BLANK 

DRUGS 

4 

vial 

4 


DRUGS 

5 

Vial 

5 

BLANK 

DRUGS 

6 

Vial 

6 


DRUGS 

7 

Vial 

7 

BLANK 

DRUGS 

8 

Vial 

8 


DRUGS 

9 

Vial 

9 

BLANK 

DRUGS 

10 

Vial 

10 


DRUGS 

11 

Vial 

11 

BLANK 

DRUGS 

Sequence Table 

(Back Injector): 



No entries - empty table I 


Inj SampleType InjVolume 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


Sample 

Sample 

Sample 


Sample 1 
Sample 1 
Sample 1 
Sample 1 
Sample 1 
Sample 1 
Sample 1 
Sample 1 



DrugLab GC #2 11/22/2010 8:44:15 AM ASD 


Page 1 of 1 
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i File C:\CHSM32\1\DATA\SIG1000001.D 
>le Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 


ASD ■ 

DrugLab GC #2 
11/22/2010 8:45:23 AM 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\DRUGS.M 
7/28/2010 1:58:35 PM 


Seq. Line 

1 

Location 

Via 

Inj 

1 

Inj Volume 

1 


RD1A. (SIGIOOOOOLD) 


Area Percent Report 


Sorted By : Retention Time 

Multiplier; : 1,0000 

Dilution; : 1.0000 

Sample Amount: ; 1.00000 [ng/ul] 

Do not use Multiplier & Dilution Factor with ISTDs 


{not used 


Signal 1: FIDl A, 

Peak RetTime Sig Type Area 
# [min] [pA*s] 


Height Area 
[pA] % 


1 0.951 


BB S 5,62372e4 6.79173e4 1.000e2 


BMW 
























Data File C:\CHEM32\1\DATA\SIG1000002,D 
Sample Name j MDMA STD 


Acq. Operator 

ASD 

Seq, Line 

2 

Acq, Instrument 

DrugLab GC #2 

Location 

Vial 2 

Injection Date 

11/22/2010 8:58:44 AM 

Inj 

1 

Sequence File 
Method 

Last changed 

C:\CHEM32\1\SBQUENCE\DEFAULT.S 
C:\CHEM3 2\1\METHODS\DRUGS.M 
7/28/2010 1:5'8;35 PM 

Inj Volume 

1 Ml 



Area Percent Report 


Sorted By ; Retention Time 

Multiplier; : 1,0000 

Dilution: : 1,0000 

Sample Amount: : 1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 0,951 1 BB S 5,67184e4 6.63711e4 99,59350 

2 1,672 1 BB 231,50354 291.06363 0,40650 

Totals : 5.6949964 6,66621e4 


*** End of Report *** 


DrugLab GC #2 11/22/2010 9:08:44 AM ASD 


Page 1 of 1 
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Data File C:\CHEM32\l\DATA\SIG1000003.D 
Sample Name: BLANK 


Acq. Operator 
Acq, Instrument 
Injection Date 

Sequence File 

Method 

Last changed 


ASD Seq. Line : 3 

DrugLab GC #2 Location : Vial 3 

11/22/2010 9:12:09 AM Inj : 1 

Inj Volume ; 1 /il 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C;\CHEM3 2\1\METHODS\DRUGS.M 
7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By 

: Retention Time 


Multiplier: 

: 1,0000 


Dilution; 

: 1.0000 


Sample Amount: 

: 1.00000 

[ng/ul] 

Do not use Multiplier 

& Dilution Factor v;ith 

I STDs 


(not used in calcj 


Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

-—I-1 —I—-I-!-1-. 

1 0.951 1 BB S 5.27190e4 6.67195e4 1.000e2 


Totals : 


5,27190e4 6.67195e4 


*** End of Report 


DrugLab GC #2 11/22/2010 9:22:09 AM ASD 


Page l of l 
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Data File C; \CHEM32\1\DA TA\SIG1QQ0004.D 
Sample Name: 


Acq. Operator : ASD Seq. Line : 4 

Acq. Instrument i DrugLab GC #2 Location : Vial 4 

Injection Date : 11/22/2010 9:25:28 AM Inj : 1 

Inj Volume : 1 /il 

Sequence File : C:\CHEM32\l\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\NETHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 0.954 1 BB S 7.40762e4 1.09392e5 99.65577 

2 1.665 1 BB 255.87123 404.43912 0.34423 

Totals : 7.43321e4 1.09797e5 


*** End of Report *** 


DrugLab GC #2 11/22/2010 9:35:28 AM ASD Page 1 of 1 
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Data Pile C:\CHEM32\1\DATA\SIG1000005.D 
Sataple Name: BLANK 


Acq. Operator : ASD Seq. Line ; 5 

Acq. Instrument : DrugLab GC #2 Location ; Vial 5 

Injection Date : 11/22/2010 9:38:51 AM Inj : 1 

Inj Volume : 1 iil 

Sequence Pile : C:\CHEM32\1\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By 

: Retention Time 



Multiplier: 

Dilution: 

Sample Amount: 


1.0000 

1.0000 

1.00000 

[ng/ul] 

{not used in calc 

Do not use Multiplier 

& Dilution 

Factor with 

ISTDs 


signal 1: PIDl A, 

Peak RetTime Sig Type 

Area 

Height 

Area 


# [min] 

.1 _ l_ 1_1 

[pA*s] 

[pA] 

% 

1 


1 I 1 1 

1 0-951 1 BB S 

5.50441e4 

1 1 

6.52658e4 1 

1 

, 000e2 


Totals : 

5-5044164 

6.52658e4 




*** End of Report *** 


Page 1 of 1 

Folk OIG_PRR_048270 


DrugLab GC #2 11/22/2010 9:48:51 AM ASD 



















Data File C: \CHEM32\l\DA TA\SIG1000Q06.D 
Sample Name: 


Acq. Operator ; ASD Seq. Line : 6 

Acq. Instrument : DrugLab GC #2 Location : Vial 6 

Injection Date : 11/22/2010 9:52:20 AM Inj : 1 

Inj Volume : 1 /il 

Sequence File : C:\CHEM32\l\SEQUENCE\DEFAULT,S 

Method : C:\CHEM32\1\METH0DS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier; ; 1,0000 

Dilution: ; 1.0000 

Sample Amount; ; 1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1; FIDl A, 

Peak RetTime Sig Type Area Height Area 

^ [min] tpA*s] [pA] % 


1 0.954 1 BB S 7.37339e4 1.11959e5 99.87937 

2 1.666 1 BB 89.05308 130.52808 0.12063 

Totals : 7.3823064 1.12090e5 


*** End of Report *** 


DrugLab GC #2 11/22/2010 10:02:21 AM ASD Page 1 of 1 
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Data File C:\CHEM32\l\DATA\SIG1000007.D 
Sample Name j BLANK 


Acq, Operator : ASD Seq. Line ; 7 

Acq. Instrument r DrugLab GC #2 Location : Vial 7 

Injection Date ; 11/22/2010 10:05:45 AN Inj : 1 

Inj Volume : 1 pil 

Sequence File : C:\CHEM32\l\SEQUENCE\DEFAULT.S 

Method : C;\CHEM3 2\l\METHODS\DRUGS 

Last changed : 7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By 

: Retention Time 


Multiplier: 

: 1.0000 


Dilution: 

: 1.0000 


Sample Amount: 

: 1.00000 [ng/ul] 

(not used in calc.) 


Do not use Multiplier 

& Dilution 

Factor with 

I STDs 

signal 1: FIDl A, 




Peak RetTime Sig Type 

Area 

Height 

Area 

# [min] 

[pA*s] 

[pA] 

- - 1 

% 

1 If] 

1 0,952 1 BB S 

5.4059364 

! 

6.58333e4 1 

. 000e2 

Totals : 

5.4059364 

6.58333e4 



■kic* End of Report *** 


Page 1 of 1 

Folk OIG_PRR_048272 


DrugLab GC #2 11/22/2010 10:15:45 AN ASD 



























Data File C:\ CHEM32\l\D ATA\SIG1000008>D 
Sample Name: 


Acq. Operator 
Acq, Instrument 
Injection Date 

Sequence File 

Method 

Last changed 


ASD Line ; 8 

DrugLab GC #2 Location : Vial 8 

11/22/2010 10:19:09 AM Inj r 1 

Inj Volume : 1 ptl 

C :\CHEM3 2\1\SEQUENCE\DEFAULT,S 
C:\CHEM32\l\METHODS\DRUGS,M 
7/28/2010 1:58:35 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1,0000 

Sample Amount: : 1.00000 [ng/ul] 

Do not use Multiplier & Dilution Factor v;ith ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 


Peak RetTime Sig Type Area Height 

# [min] [pA*s] [pA| 


1 0.955 1 BB S 7.43169e4 1.14312e5 

2 1.666 1 BB 248.47212 381.99130 


Area 


99,66677 

0.33323 


Totals 


7.4565404 1.14694e5 


*** End of Report 


DrugLab GC #2 11/22/2010 10:29:09 AM ASD 


Page 1 of 1 


Folk OIG PRR 048273 
























Data File C:\CHEM32\1\DATA\SIG1000009,D 
Sample Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Method 

Last changed 


ASD Seq. Line ; 9 

DrugLab GC #2 Location : Vial 9 

11/22/2010 10:32:33 Inj : 1 

Inj Volume : 1 /il 

C;\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM3 2\l\METHODS\DRUGS,M 
7/28/2010 1:58:35 PM 


FiD1 A/ (STgToOOOOS.D)" 

pA/ 

450- 

400- 
350/ 

300/ 

250 / 

200 / 

150 : 

100 / 

50/ 

Q , ■ \ ^ r—-j ^^-^^---,--1 

0- _ 2 _ 4 6 8 _ rjM 






Area Percent Report 




Sorted By 

: Retention Time 



Multiplier: 

Dilution: 

Sample Amount: 

: 

1.0000 

1,0000 

1.00000 

[ng/ul] 

{not used in calc 

Do not use Multiplier 

& Dilution 

Factor with 

I STDs 


Signal 1: FIDl A, 

Peak RetTime Sig Type 

Area 

Height 

Area 


# [min] 

[pA*s] 

{pA] 

_1 

% 

_ _ 1 


1 [ ^ 1 ™ „ 1 
1 0.952 1 BB S 

5.26679e4 

1 

6.7059664 1 

. 000e2 


Totals : 

5.26679e4 

6.70596e4 




*** End of Report *** 


Page 1 of 1 

Folk OIG_PRR_048274 


DrugLab GC #2 11/22/2010 10:42:33 AM ASD 





























Data File C:\CHEM32\1\DATA\SIG1000010,D 


Sample Name: 



Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Method 

hast changed 


ASD Seq. Line 

DrugLab GC #2 Location 

11/22/2010 10:45:57 m Inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\DEFAULT* S 
C:\CHEM3 2\l\METHODS\DRUGS.M 
7/28/2010 1:58:35 PM 


10 

Vial 10 
1 

1 /il 



Area Percent Report 


Sorted By 
Multiplier: 

Dilution: 

Sample Amount: 

Do not use Multiplier 


Retention Time 
: 1.0000 

: 1.0000 

: 1,00000 [ng/ul] 

& Dilution Factor with ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 0,954 1 BB S 7.37417e4 l,13489e5 99.75528 

2 1.666 1 BB 180.90308 276,41074 0.24472 


Totals : 


7.39226e4 1.13765e5 


*** End of Report 


DrugLab GC #2 11/22/2010 10:55:58 AM ASD 


Page 1 of 1 

Folk OlG_PRR_048275 


















Data File C:\CHEM32\1\DATA\SIG1000011.D 
Sample Name: BLANK 

Acq. Operator ; ASD Seq. Line ; 11 

Acq. Instrument : DrugLab GC #2 Location ; Vial 11 

Injection Date ; 11/22/2010 10:59:32 AM Inj : 1 

Inj Volume ; 1 ^il 

Sequence File ; C:\CHEM32\l\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\MSTHODS\DRUGS.M 

Last changed : 7/28/2010 1:58:35 PM 




Area Percent Report 


Sorted By 

! Retention Time 


Multiplier: 


1.0000 


Dilution: 

: 

1.0000 


Sample Amount: 

: 

1.00000 

[ng/ul] (not used in calc.) 

Do not use Multiplier 

& Dilution 

Factor v/ith 

ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type 

Area 

Height 

Area 

# tmin] 

tpA*s] 

[pA] 

1 - -- -* 1 

% 

_ \ 

1 11 

1 0.951 1 BB S 

5.1003064 

i ! 

6.4578364 1 

1 

.00062 

Totals : 

5.1003064 

6.4578364 



*** End of Report *** 


Page 1 of 1 

Folk OIG_PRR_048276 


DrugLab GC #2 11/22/2010 11:09:32 AM ASD 
















Sequence: C:\ CHEM3 2\1\SEQUENCE\WEEKLYQC,S 

Sequence Table (Front Injector): 
Method and Injection Info Part? 




Line 

Locat 

■ ion 

SampleName 

DataFile LimsID 

Method 

Inj 

SampieType 

InjVolume 

1 

vial 

1 

BLANK 

THCQUANT 

1 

Sample 

1 

2 

Vial 

2 

1.0 THC STD 

THCQUANT 

1 

Sample 

1 

3 

Vial 

3 

BLANK 

THCQUANT 

1 

Sample 

1 

4 

vial 

4 


THCQUANT 

1 

Sample 

1 

5 

Vial 

5 

BLANK 

THCQUANT 

1 

Sample 

1 

6 

Vial 

6 

0.40 THC STD 

THCQUANT 

1 

Sample 

1 

7 

Vial 

7 

BLANK 

THCQUANT 

1 

Sample 

1 

8 

Vial 

8 

0.20 THC STD 

THCQUANT 

1 

Sample 

1 

9 

Vial 

9 

BLANK 

THCQUANT 

1 

Sample 

1 

10 

Vial 

10 

.20 THC STD CONTROL 

THCQUANT 

1 

Sample 

1 


Sequence Table (Back Injector) 
No entries “ empty table! 


o vC 




DrugLab GC #2 5/9/2011 12:46:48 PM ASD 


Page 1 of 1 


Folk OIG PRR 048277 




Data File C:\CHEM32\l\DATA\SIG1000001.D 
Sample Name: BLANK 


Acq, Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq» Line : 1 

DrugLab GC #2 Location : Vial 1 

^ ^ Inj : 1 

Inj Volume : 1 /il 
C:\CHBM3 2\1\SEQUENCE\WEEKLYQC,S 
C:\CHEM3 2\1\METHODS\THCQUANT,M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


pA 1 
450 i 

400 j 

350 -J 

300-j 

250 1 

200 

150 

100 

50 

0 

0 


FIDI A, (SIGIOOOOOI.D) 

I 


mn 


Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 

ISTD ISTD Amount Name 
# [mg/ul] 


1 10.00000 METHADONE 


Signal 1: FIDI A, 


RetTime Type ISTD Area Amt/Area Amount 

[min] used [pA*s] ratio [mg/ul] 


2.303 1 

3.592 1 


Grp Name 


METHADONE 

THC 


Totals without ISTD(s) 


0.00000 


DrugLab GC #2 5/9/2011 10:02:21 AM ASD 


Page 1 of 2 


Folk OIG PRR 048278 




























Data File G:\CHEM32\1\DATA\SIG1000001.D 
Sample Name: BLANK 


Acq. Operator 

ASD 

Seq. Line 

1 

Acq. Instrument 

DrugLab GC #2 

Location 

Vial 1 

Injection Date 



1 



Inj Volume 

1 /il 

Sequence File 

; C:\CHEM32\1\S EQUENCB\WEBKLYQC, 

S 


Method 

C:\CHEM32\l\METHODS\THCQUANT,M 


Last changed 

4/6/2011 3:19:48 PM by ASD 



Method Info 

THC QUANTS 




1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


Area Percent Report 


Sorted By : 

Calib^ Data Modified : 
Multiplier: 

Dilution; 

Sample Amount; 

Do not use Multiplier a 


Signal 

Wednesday, April 06, 2011 3:19:37 PM 
; 1*0000 

: 1.0000 

; 1.00000 [mg/ul] (not used in calc.) 

Dilution Factor with ISTDs 


Signal 1: FIDl A, 


Peak 

# 

RetTime 

[mini 

1 .1 

Type 

- - - - t 

Width 

[min] 

Area 

[pA*s] 

Area 

% 

Name 

_ 

1 

CO 

r- 

o 

1 

BB S 

0.0192 

1 1 

7.28886e4 

1.000e2 

7 

2 

2.303 

I 

0.0000 

0.00000 

0.00000 

METHADONE 

3 

3.592 

+ 

0.0000 

0.00000 

0.00000 

THC 


Totals ; 7.28886e4 

1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


*** End of Report *** 


DrugLab GC #2 5/9/2011 10:02:21 AM ASD 


Page 


2 of 2 


Folk OIG PRR 048279 



















Data File C:\CHEM32\1\DATA\SIG1000002.D 
Sample Name: 1,0 THC STD 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


ASD Seq, Line 

DrugLab GC #2 Location 

- . •: ^ : • inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\WEEKLYQC,S 
C:\CHEM32\1\METHOD S\TKCQUANT.M 
4/6/2011 3:19j 48 PM by ASD 
THC QUANTS 


2 

Vial 2 


1 

1 ptl 



Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified : Wednesday; April 06, 2011 3:19:37 PM 

Multiplier; : 1.0000 

Dilution; ; 1,0000 

Sample Amount: : 1,00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information; 

ISTD ISTD Amount Name 
# [mg/ul] 


1 10.00000 METHADONE 


Signal 1: FIDl A, 

RetTime Type ISTD Area Amt/Area Amount Grp Name 

[min] used [pA*s] ratio [mg/ul] 


2,306 BB I 1 320.66113 1.00000 10.00000 METHADONE 

3.594 BB + 1 636,56323 4.80381 95,36330 THC 

Totals without ISTD(s) : 95.36330 


DrugLab GC #2 5/9/2011 10:13:09 AM ASD Page 1 of 2 


Folk OIG PRR 048280 






















Data File C:\CHEM32\l\DATA\SIG1000002.D 
Sample Name: 1.0 THC STD 


Acq. Operator 
Acq, Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line : 2 

DrugLab GC #2 Location : Vial 2 

- ■ ;^ : : I ' Inj : 1 

Inj Volume ; 1 ^1 
C;\CHEM32\l\SBQUENCE\WEEKLyQC-S 
C:\CHEM3 2\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


*** End of Report *** 


DrugLab GC #2 5/9/2011 10:13:09 AM ASD 


Page 


2 of 2 


Folk OIG PRR 048281 








Data File C:\CHEM32\l\DATA\SIG1000003.D 
Sample Name: BLANK 


Acq, Operator 

ASD 

Seq, Line 

3 

Acq. Instrument 

DrugLab GC #2 

Location 

Vial 3 

Injection Date 

"■! i y-... r! 

inj 

1 



Inj Volume 

1 iil 

Sequence File 

: C:\CHBM32\1\SEQUENCE\WEEKLYQC. 

S 


Method 

C:\CHEM32\1\METHODS\THCQUANT.M 


Last changed 

4/6/2011 3:19:48 PM by ASD 



Method Info 

THC QUANTS 





min[ 


Internal Standard Report 


Sorted By 

Calib. Data Modified 
Multiplier: 

Dilution: 

Sample Amount; 


Signal 

Wednesday, April 06, 2011 3^19:37 PM 
: 1.0000 

: 1.0000 

: 1.00000 [mg/ul] (not used in calc.) 


Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 

ISTD ISTD Amount Name 
# [mg/ul] 


10.00000 


METHADONE 


Signal 1: FIDl A, 


RetTime Type ISTD Area 
[min] used [pA’^fs] 


Amt/Are a Amoun t 

ratio [mg/ul] 


Grp Name 

I--I- 


2.303 

3.592 


METHADONE 

THC 


Totals without ISTD{s) : 


0.00000 


DrugLab GC #2 5/9/2011 10:23:57 AM ASD 


Page 1 of 2 


Folk OIG PRR 048282 































Data File C:\CHEM32\l\DATA\SIG1000003,D 
Sample Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line 

DrugLafo GC #2 Location 

■ - • -- ^ - Inj 

Inj Volume 

C:\CHEM3 2\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\1\METH0DS\THCQUANT,M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


3 

Vial 3 
1 


1 fil 


1 Warnings or Errors : 

Warning : Time reference■compound(s) not found 


Area Percent Report 


Sorted By : 

Calib, Data Modified ; 
Multiplier: 

Dilution; 

Sample Amount: 

Do not use Multiplier & 


Signal 

Wednesday, April 06, 2011 3:19:37 PM 
: 1.0000 

; 1.0000 

: 1.00000 [mg/ul] (not used in calc.) 

Dilution Factor with ISTDs 


Signal 1; FIDl A, 


Peak 

# 

RetTime 

[min] 

1 1 

Type 

1 i 

Width 

[min] 

1 

Area 

[pA*s] 

Area 

% 

Name 

1 , __ 

1 

1 1 

0,784 

1 ( 

BB S 

1 

0.0179 

1 -- 1 
7.03505e4 

1.000e2 

j 

9 

2 

2.303 

I 

0.0000 

0.00000 

0.00000 

METHADONE 

3 

3.592 

+ 

0.0000 

0.00000 

0.00000 

THC 


Totals : 7.03505e4 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


*** End of Report *** 


DrugLab GC #2 5/9/2011 10:23:57 AM ASD 


Page 


2 of 2 


Folk OIG PRR 048283 


















Data File C;\ CHEM32\1\DA TA\SIG1Q0QQ04.D 
Sample Name: 


Acq, Operator 

ASD 

Seq. Line 

4 

Acq. Instrument 

DrugLab GC #2 

Location 

Vial 4 

Injection Date 

/ • * ’ . r ' • . ' < 

Inj 

1 



Inj Volume 

1 lil 

Sequence File 

: C:\CHEM32\1\SEQUENCE\WEEKLYQC. 

S 


Method 

C:\CHEM32\l\METHODS\THCQUANT.M 


Last changed 

4/6/2011 3:19:48 PM by ASD 



Method Info 

THC QUANTS 





Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 

ISTD ISTD Amount Name 

S [mg/ul] 


1 10.00000 METHADONE 


Signal 1: FIDl A, 

RefcTime Type ISTD Area Amt/Area Amount Grp Name 

[min] used [pA*s] ratio [mg/ul] 


2.312 BB I 1 315.45273 1.00000 10.00000 METHADONE 

3,611 BB + 1 2212.00977 4.80381 336.85175 THC 

Totals without ISTD(s) : 336.85175 


Drughab GC #2 5/9/2011 10:34:54 AM ASD Page 1 of 2 


Folk OIG PRR 048284 

































Data File C:\ CHEM32\l\DA TA\SIG1000Q04,D 
Sample Name; 


Acq. Operator 
Acq, Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


ASD Seq. Line : 4 

DrugLab GC #2 Location : Vial 4 

. ’ ■ ■ inj ; 1 

Inj Volume r 1 ptl 
C:\CHEM3 2\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\l\METHODS\THCQUANT,M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


■k^* End of Report *** 


DrugLab GC #2 5/9/2011 10:34:54 AM ASD 


Page 


2 of 2 


Folk OIG PRR 048285 
















Data File C;\CHEM32\l\DATA\SIG1000005,D 
Sample Name; BLANK 


Acq, Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line : 5 

DrugLab GC #2 Location : Vial 5 

. Inj ; 1 

Inj Volume : 1 ^1 

C:\CHEM3 2\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM3 2\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 



Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: : 1^0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 

ISTD ISTD Amount Name 
# [mg/ul] 


1 10.00000 METHADONE 


Signal 1: FIDl A, 

RetTime Type ISTD Area Amt/Area Amount Grp Name 

[min] used [pA*s] ratio [mg/ul] 


2.303 

1 


- 

“ 

METHADONE 

3.592 

1 

- 

- 


THC 

Totals without 

ISTD(s) 



0.00000 



DrugLab GC #2 5/9/2011 10:45:47 AM ASD 


Page i of 2 


Folk OIG PRR 048286 



























Data File C:\CHEM32\1\DATA\SIG1000005.D 
Sample Name: BLANK 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line : 5 

DrugLab GC #2 Location : Vial 5 

; ■ . : ^ Inj : 1 

Inj Volume : 1 ^1 
C:\CHEM22\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM3 2\1\METHOD S\THCQUANT.M 
4/6/2011 3:19r48 PM by ASD 
THC QUANTS 


1 Warnings or Errors ^ 

Warning : Time reference compound(s) not found 


Area Percent Report 


Sorted By : Signal 

Calib. Data Modified i Wednesday, April 06, 2011 3:19:37 PM 

Multiplier; : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 


Signal 1; FIDl A, 


Peak 

# 

RetTime 

[min] 

1 

Type 

1 ! 

Width 

[min] 

j 

Area 

[pA*s] 

Area 

% 

Name 

1 

1 

0.784 

1 1 
BB S 

1 

0.0186 

6.86935e4 

1.000e2 

0 

2 

2.303 

I 

0.0000 

0.00000 

0.00000 

METHADONE 

3 

3.592 

•f 

0.0000 

0.00000 

0.00000 

THC 


Totals : 6.86935e4 


1 Warnings or Errors ; 

Warning ; Time reference compound(s) not found 


End of Report *** 


DrugLab GC #2 5/9/2011 10:45:47 AM ASD 


Page 


2 of 2 


Folk OIG PRR 048287 
















Data File C:\CHEM32\1\DATA\SIG1000006.D 
Sample Name: 0.40 THC STD 


Acq, Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq, Line 

DrugLab GC #2 Location 

■ ’ • L . Inj 

Inj Volume 

C: \CHEM32\1\SEQUENCE\VIEEKLYQC, S 
C:\CHEM32\1\METH0DS\THCQUANT * M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


6 

Vial 6 
1 

1 Ml 


LU 


2 


o 


Q 


< 


X 


j__ 


LU 

o 


X 


h- 

<£> 

t 

O 


<*1)| 

00 

ovi 

so 



. 


Internal Standard Report 


Sorted By ; Signal 

Calib. Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: : 1,0000 

Dilution: : 1,0000 

Sample Amount: : 1,00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information; 

ISTD ISTD Amount Name 
# [mg/ul] 


1 10.00000 METHADONE 


Signal 1: FIDl A, 


RetTime 

[min] 

Type 

ISTD 

used 

Area 

[pA*s] 

Amt/Area 
ratio 

__ _ 1 

Amount 

[mg/ul] 

Grp Name 

1 „ 1 „ ___ 

2,306 

1 ^ ^ - 
BB I 

1 „ „ 1 

1 

317.30612 

1 

1.00000 

10,00000 

[ 1 

METHADONE 

3.591 

BB t 

1 

284.63483 

4.80381 

43,09190 

THC 

Totals ^ 

without 

ISTD(s) : 

43 , 

, 09190 



DrugLab GC #2 5/9/2011 10:56:35 AM ASD 


Page 
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1 of 2 


Folk OIG PRR 048288 


































Data File C:\CHEM32\l\DATA\SIG1000006.D 
Sample Name: 0.40 THC STD 


Acq. Operator 
Acq, Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


ASD Seq. Line : 6 

DrugLab GC #2 Location : Vial 6 

■ / - Inj : 1 

Inj Volume : 1 fil 

C : \CHEM32 \ l\SEQUENCE\WEEICLYQC, S 
C:\CHEM32\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


*** End of Report *** 


Page 2 of 2 

Folk OIG PRR_048289 


DrugLab GC #2 5/9/2011 10:56:35 AM ASD 











Data File C:\CHEM32\1\DATA\SIG1000007.D 
Sample Name: BLANK 


Acq. Operator 
Acq, Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line : 7 

DrugLab GC #2 Location : Vial 7 

■ •/i Inj : 1 

Inj Volume : 1 jil 
C:\CHEM32\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM3 2\1\METHODS\THCQUANT.M 
4/6/2011 3il9t48 PM by ASD 
THC QUANTS 


FID1 A, (SIG1000007.D) 


pA 

450 

400- 

350 

300- 

250 

200 

150 

100 - 

50 

0 


! 


mlq 


Internal Standard Report 


Signal 

Wednesday, April 06, 2011 3:19:37 PM 
: 1.0000 


Sorted By : 

Calib. Data Modified : 

Multiplier: 

Dilution: : 1.0000 

Sample Amount-. : 1,00000 

Do not use Multiplier & Dilution Factor with TSTDs 
Sample ISTD Information: 

ISTD ISTD Amount Name 
# [mg/ul] 


[mg/ul] 


(not used in calc.) 


10,00000 


METHADONE 


Signal 1: FIDl A, 

RetTime Type ISTD Area Amt/Area Amount Grp Name 

[min] used [pA*s] ratio [mg/ul] 

-1--j-1-i._i- 

2.303 1 - - - METHADONE 

3.592 1 - - - THC 

Totals without ISTD(s) : 0.00000 

Page 1 of 2 

Folk OIG_PRR_048290 


DrugLab GC #2 5/9/2011 11:07:27 AM ASD 































Data File C:\CHEM32\1\DATA\SIG1000007.D 
Sample Name j BLANK 


Acq, Operator 
Acq, Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line 

DrugLab GC #2 Location 

Inj 

Inj Volume 

C;\CHEM3 2\1\SEQUENCE\WKEKLYQC.S 
C:\CHEM32\1\METH0DS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


7 

Vial 7 
1 

1 jil 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


Area Percent Report 


Sorted By 

Calib. Data Modified : 
Multiplier: 

Dilution: 

Sample Amount: 

Do not use Multiplier & 


Signal 

V/ednesday, April 06, 2011 3:19:37 PM 
: 1,0000 

; 1,0000 

: 1,00000 [mg/ul] (not used in calc.) 

Dilution Factor with ISTDs 


Signal 1: FIDl A, 


Peak 

# 

RetTime 

[min] 

__ _ _ 

Type 

__ 1 

Width 

[min] 

_ _ 

Area 

[pA*s] 

Area 

% 

__ 

Name 

1 

0.785 

1 

BE S 

0.0208 

___ 

7,37637e4 

1.000e2 

? 

2 

2.303 

I 

0,0000 

0,00000 

0,00000 

METHADONE 

3 

3.592 

+ 

o 

o 

o 

o 

o 

0,00000 

0.00000 

THC 


Totals ; 7,3763764 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


■k-k* End of Report *** 


DrugLab GC #2 5/9/2011 11:07:27 AM ASD 


Page 


2 of 2 


Folk OIG PRR 048291 





















Data File C:\CHEM32\l\DATA\SIG1000008.D 
Sample Name: 0.20 THC STD 


Acq, Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line 

DrugLab GC #2 Location 

. . Inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\l\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


8 

Vial 8 
1 

1 fil 


RD1A, (S1G1000008.D) 


pA^ 

450 ] 

400 J 

i 

350 ] 
300 
250 
200 
150 
100 
50 
0 


I 




LU 

z: 

O 

O 

< 

I 


1^ 

o 


O 

X 


A.. 






Internal Standard Report 


Signal 

Wednesday, April 06, 2011 3:19:37 
r 1.0000 


Sorted By : 

Calib. Data Modified : 

Multiplier: 

Dilution: : 1.0000 

Sample Amount: : 1.00000 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information; 

ISTD ISTD Amount Name 
# [mg/ul] 


PM 


[mg/ul] 


(not used in calc.) 


10.00000 


METHADONE 


Signal 1: PIDl A, 


RetTime 

Type ISTD 

Area 

Amt/Area 

Amount Grp Name 

[min] 

used 

[pA*s] 

ratio 

(mg/ul] 


2.307 BB I 

1 296.13663 

1.00000 

10,00000 

METHADONE 

3.591 BB 1 

1 135.85045 

4.80381 

22.03713 

THC 

Totals without 

ISTD(s) : 

22.03713 



Page 1 of 2 


( 


Folk OlG_PRR_048292 


DrugLab GC #2 5/9/2011 11:18:18 AM ASD 






























Data File C:\CHEM32\1\DATA\SIG1000008.D 
Sample Name: 0.20 THC STD 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line : 8 

DrugLab GC #2 Location : Vial 8 

^ ' ■ ■ - ’ ‘ Inj : 1 

Inj Volume : 1 /il 
C:\CHEM32\1\SEQUENCE\WEEKLYQC.S 
C:\CHEM32\l\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


End of Report 


Page 2 of 2 

Folk OIG PRR_048293 


DrugLab GC #2 5/9/2011 11:18:18 AM ASD 













Data File C:\CHEM32\1\DATA\SIG1000009.D 
Sample Name: BLANK 


Acq. Operator 

ASD 

Seq. Line 

9 

Acq, Instrument 

DrugLab GC #2 

Location 

Vial 9 

Injection Date 

•L' - v: A : i ^r 

Inj 

1 



Inj Volume 

1 pil 

Sequence File 

: C:\CHEM32\1\SEQUENCE\WEEKLYQC. 

S 


Method 

C:\CHEM32\1\METH0DS\THCQUANT.M 


Last changed 

4/6/2011 3:19:48 PM by ASD 



Method Info ; 

THC QUANTS 





mla 


Internal Standard Report 


Sorted By : Signal 

Calib, Data Modified : Wednesday; April 06, 2011 3:19:37 PM 

Multiplier: : 1.0000 

Dilution; : 1.0000 

Sample Amount: ; 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information: 

ISTD ISTD Amount Name 
# [mg/ul] 


1 10.00000 METHADONE 


Signal 1: FIDl 

RetTime Type 
[min] 

A, 

ISTD Area 

used [pA*s] 

1 _ 1 

Amt/Area Amount 

ratio [mg/ul] 

Grp Name 

2.303^ 

1 1 

1 

1 1 

“ 1 1 - - 

METHADONE 

3.592 

1 

- 

THC 

Totals without 

ISTD(s) : 

0,00000 



DrugLab GC #2 5/9/2011 11:29:09 AM ASD 


Page 1 of 2 


Folk OIG PRR 048294 























Data File C:\CHEM32\l\DATA\SIG1000009,D 
Sample Name: BLANK 


Acq, Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 
Last changed 
Method Info 


I ASD Seq. Line 

: DrugLab GC #2 Location 

: ' ^ ^ i I 21 ■ : Inj 

Inj Volume 

: C ^\CHEM32\l\SEQUENCB\WEEKLyQC.S 
: C:\CHEM32\1\METHODS\THCQ0ANT.M 
: 4/6/2011 3:19:48 PM by ASD 
: THC QUANTS 


9 

Vial 9 


1 

1 /il 


1 Warnings or Errors : 

Warning : Time reference compound(s) not found 


Area Percent Report 


Sorted By 

Calib, Data Modified 
Multiplier; 

Dilution: 

Sample Amount: 


signal 

Wednesday, April 06, 2011 3:19:37 PM 
; 1.0000 

: 1.0000 

: 1.00000 [mg/ul] (not used in calc.) 


Do not use Multiplier & Dilution Factor vj-ith ISTDs 


Signal 

1: FIDl A, 




1 

Peak RetTime Type 

width 

Area 

Area 

Name I 

u 

. _ _ 1 - 

[min] 

_ _i 

[min] 

[pA*s] 

% 

(_ _ _ 

1 

1 

1 1 
0,785 BB S 

0.0201^ 

1 1 

7.18071e4 

' 1.000e2 

1 

? 

2 

.2.303 I 

0.0000 

0.00000 

0.00000 

METHADONE 

3 

3.592 4- 

0.0000 

0.00000 

0.00000 

THC 


Totals : 7.1807le4 


1 V^arnings or Errors ; 

Warning : Time reference compound(s) not found 


*** End of Report *** 


Page 2 of 2 

Folk OlG_PRR_048295 


DrugLab GC #2 5/9/2011 11:29:09 AM ASD 












Data File C:\CHEM32\1\DATA\SIG1000010 
Sample Name: .20 THC STD CONTROL 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 
Method Info 


ASD Seq. Line : 10 

DxugL^^b OC #2 Location : Vial 10 

- Inj ; 1 

Inj Volume : 1 

C:\CHEM3 2\1\SEQUENCE\WEEKLYQC,S 
C:\CHEM3 2\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 



O 

X 


o 

o> 


.Jv....... 


min' 


I i 


Internal Standard Report 


Sorted By : Signal 

Calib. Data Modified : Wednesday, April 06, 2011 3:19:37 PM 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [mg/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 
Sample ISTD Information; 

ISTD ISTD Amount Name 
# [mg/ul] 


1 10.00000 METHADONE 


Signal 1: FIDl 

RetTime Type 
[min] 

A, 

ISTD 

used 

Area 

[pA*s] 

.. j 

Amt/Area 
ratio 

Amount 

[mg/ul] 

1 i 

Grp Name 

1 j ^ ^____ 

2.306 BB l' 

1 

! 

309.72961 

1.00000 

[ 1 

10.00000 

11 

METHADONE 

3.590 BB + 

1 

141,01814 

4.80381 

21.87149 

THC 

Totals without 

ISTD(s) : 

21. 

.87149 



Page 1 of 2 

Folk OlG_PRR_048296 


DrugLab GC #2 5/9/2011 11:40:08 AM ASD 






























Data File C:\CHEM32\1\DATA\SIG1000010.D 
Sample Name: .20 THC STD CONTROL 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence Pile 
Method 

Last changed 
Method Info 


ASD Seq. Line 

DrugLab GC #2 Location 

: ll : Inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\WEEKLYQC,S 
C:\CHEM3 2\1\METHODS\THCQUANT.M 
4/6/2011 3:19:48 PM by ASD 
THC QUANTS 


10 

Vial 10 
1 


1 


*** End of Report *** 


i 


Page 2 of 2 

Folk OIG_PRR_048297 


DrugLab GC #2 5/9/2011 11:40:08 AM ASD 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile: 

F:\Q4-2010\SYSTEM7\11_19_10\756104.D 

KAC 

19 Nov 2010 9:27 

BLANK 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756104.D Fri May 13 09:25:40 2011 Page 1 


Folk OIG PRR 048298 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756105.D 

KAC 

19 Nov 2010 9:40 

COCAINE STD 

5 

DRUGS 

RTE 


Abundance 

I 1000000I 
I 800000i 

I 

i 600000! 

400000; 
1 

200000 ] 

i 

f 

0 


4172 


TiC: 756105:D' 


!rime-> ibO Z50 3.00 3.feo ' 4.1)6 4.50 5.00 5.50 ' 6.00 ' 6.50 7.bo' 7.50 ' 8.66 8.50 9.66' ' 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.717 

1093873 

100.00 

100.00 


756105.D 


Fri May 13 09:25:43 2011 


Page 1 


Folk OIG PRR 048299 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756105.D 

KAC 

19 Nov 2010 9:40 

COCAINE STD 

5 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qua! 


4.72 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


82 


Average or4.W1lb47839 min.: 756105.D (-) 


80; 


60 i 


182 


40i 


20 ! 


! 


i 42 


51 


I £ 

; 0 w44 

;m/z--> 40 


94 


67 I li; 


105 


[ 122 


162 


. .. . ,..U4 1 138 166 

r : j Y; j - it, . j i#J > "Ti ' '''' r rr-!-T': ■ ■ i ! • ; : ! I I i'h: . • ■; r vi T ~:~ TT -r-1--- i i i i , i ; : < ' j f'. '!!■-■■ ; j-tt-: i ; ; ■ • , 

50 60 7b 80 90 l60 110 120 130 140 ibO 160 170 180 190 200 210 2i0 230 240 250 260 270 2b0 290 abO 


198 272 

20? 222 242 259 i 288 


303 


Abundance 


8^ 


-mrcacAmE 


80J 


601 


182 


401 


: 42 


94 


105 


20 

■ 51 !; : 122 198 - 

1 .1 M !ii i : . i 135 152 166 

1 O.K., r,i,!:U, - :., i:-x. ■, -il, . .. . --,. .... 

'pnlz-> 40 50 60 70 80 OO l6o 110 120 130 140 150 lOO 170 180 190 200 210 220 230 240 250 260 270 280 290 300 


214222 244 259 


272 


756105 .D 


Fri May 13 09:25:43 2011 


Page 2 


Folk OIG PRR 048300 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756106.D 

KAC 

19 Nov 2010 9:52 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TfC: 756T06TD 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756106.D 


Fri May 13 09:25:47 2011 


Page 1 


Folk OIG PRR 048301 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756107.D 

KAC 

19 Nov 2010 10:05 

7 

DRUGS 

RTE 



2600000, 
2000000i 

1500000! 

1000000i 

500000; 


.TIC: resTorD” 

4173 


3.90 


: 0-, 

:Time~> 2.00 2.50 

3.00 3.^6 4.00^ 4^0 i.QO 

5.^0 O.OO 

6.50 7.00 ' 7.50 8.00 ' 8.50 9.5o 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.897 

860887 

16.81 

20.21 

4.728 

4259732 

83.19 

100.00 


756107.D 


Fri May 13 09:25:50 2011 


Page 1 


Folk OIG PRR 048302 











Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SySTEM7\ll_19_10\756107.D 

KAC 

19 Nov 2010 10:05 


ASD 

7 

DRUGS 

RTE 


Search Libraries: 


PK# 


RT 


C;\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


3.90 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


80; 


60 i 


4Ql 


20 


I 

i 42 


Ol 


73 


61 

89 

i 63 i 


i ii, ; ^ 1 : ii 

ii 82 ij: 




Average of 3:B701b 4:040 min.: 766f07;D (-y 
148 


101 


121 


108 


40 50 60 70 80 90 

Abund^ce 


liio ' ll 


135 .,!i 11’^ 169 , 187.liih 245 

"^6 140 150 'l80 170 ifio 1^0 260 2-io' 2^0 280 240 


204 


157 169 : 187 


0 120 


¥840391 imiclazo(2; 1 -bjHiiazole, 2,3,5,61^ahytffb-6-pheriyI- 

148 


204 


80 


60 




73 


101 



i 










127 



i 

1 

61 

63 1 ^ 

89 



117^ 

! 

Ii 

176 i|i 

0].. 

1 i, 

_81^ 

i ‘ 

ii 

ii.108 


135 

|L 157 

167 185 .iilii 

m/z--> 40 

50 

60^ 70 __8b 

90 ’ 

i66 ik 

r 120 

130 'l40 

160 160 

■ito 180 190 200 

210 


756107.D 


Fri May 13 09:25:51 2011 


Page 2 


Folk OIG PRR 048303 

































Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q4-2010\SYSTEM7\11_19_10\756107.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 10:05 

Sample Name : 

Submitted by : ASD 
Vial Number : 7 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID GAS# Qual 


2 4.73 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756108.D 

KAC 

19 Nov 2010 10 : 18 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 756108;D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756108.D 


Fri May 13 09:25:54 2011 


Page 1 


Folk OIG PRR 048305 















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756109.D 

KAC 

19 Nov 2010 10:30 

BLANK 

1 

DRUGS 

RTF 


Aburidatice TIC; 756109.D 



irime-> ° ibo 2,fe0 ' 3.00 ' 3.50 4.b6 4ib' S.bo 5.50 6.00 6.50 7.00 iso 8.6b 8.^' ^b^ aSo 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756109.D 


Fri May 13 09:25:57 2011 


Page 1 


Folk OIG PRR 048306 












Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756110.D 

KAC 

19 Nov 2010 10:43 

COCAINE STD 

10 

DRUGS 

RTE 


I 1000000! 

I I 

I 800000 I 
I 600000 I 

400000! 

I 200000! 


TiC: 756i10,D 

4|72 


|Time-> 2.00 2.^6 3.00 

3.feo 4.00 ' ’ 4.50 ' ’ 5.60 

5.5o ' 

6.00 

6.50 ' 7.06 7.50 8.06 8.50 9.00 9.50 

Ret. Time 

Area 

Area 

'0 

Ratio % 

4.717 

1271796 

100 . 

00 

100.00 


756110.D 


Fri May 13 09:26:00 2011 


Page 1 


Folk OIG PRR 048307 







Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756110.D 

KAC 

19 Nov 2010 10:43 

COCAINE STD 

10 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.72 C;\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


Abundance 


60 i 


82 


Average of 4.6Gil to 4:8'45 minV:75B"i fO.D ' 


60 . 


182 


401 


94 


i 42 


I 

i , 

'm/z-> 40 

Abundance 

I 80 

I 

6o; 


105 


51 
' ! 


68 

. iJ, 




122 



198 

: 166 

..208_ 


272 

244 259 ; 281 

i TT'! : ! i i ;-T-t 1 ; ; : : ; /‘rTT rf r> 


303 


8^ 


■#29:COCAIWE 


182 


401 


20 j ^2 


51 


94 


105 


68 


40 


122 198 

152 inn 272 > 

..L 214222 244 259 I ^ L 

50 6b 70 80 bb’ ibo I'lb 120 ibo’ 140 15 o’ 160 170 180 iSo 200 2 l 0 220 230 2 io 250 260 2t0 280 290 300 


,114,J ''35 


756110.D Fri May 13 09:26:00 2011 Page 2 


Folk OIG PRR 048308 
























Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File; 

F:\Q4-2010\SYSTEM7\11 

KAC 

19 Nov 2010 10:55 

BLANK 

1 

DRUGS 

RTE 


19 10\756111.D 


Abundance “ “ TIC;756T1T1J 



}Time-> 2.00 2.feo 3.b6 ’ 3.50 4.6o 4.50 5.00 ’ ' 5.5o 6.00 6.50 7.00 7.bo ' 8.60_ 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756111.D Fri May 13 09:26:03 2011 Page 1 


Folk OIG PRR 048309 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756112.D 

KAC 

19 Nov 2010 11:08 

OXYCODONE STD 

12 

DRUGS 

RTE 


lAbunclance 
i i 

j 3000001 

; 250000I 

200000I 

150000j 
I I 

' 100000 

50000 


TIC; 7561 i2:h 
6(00 


Time--> 2,00 2.50 

3.00 ' ' iso ' ' 4.06 ' ‘ 4.50 ' ' 5.00 

5io ' 

' e.ao 

8.50 7.00 ' f 50 ’ ^ abo 6.50 ' 9.00 ' 9.50 






Ret. Time 

Area 

Area 

% 

Ratio % 

6.004 

480351 

100 . 

00 

100.00 


756112.D 


Fri May 13 09:26:06 2011 


Page 1 


Folk OIG PRR 048310 









Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756II2.D 

KAC 

19 Nov 2010 11;08 

OXYCODONE STD 

12 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.00 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 

f 


j 


80; 


Average of 6Wlo CrilTm^ . 


315 


60 j 


40 i 


20 ! 


44 

li 


70 


55 


230 


116 


140 


201 


84 98 I 128 

ill " 


187 


■ .. , ,"^82! I i \ ii , 

If.-. i ^ = 


215 


258 


244 J: 272 282 I* 

0 ! ; I ; 'I'tf I' j ' ' i N' 111 'i l j * ! * 11 i Vf f*iN *■ ' I'f^iv^f-r! i ' i "‘ v! Sji;: |: j . , , |! j i| i !._ ... . 

hVz-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 160 190 200 210 220 230 240 250 260 270 260 200 36o 310 


Abundance 


aoi 


60; 


40; 


#128608: 'Oxycodone 


230 


315 


20^ 


42 


30 


70 


58 


84 98 


140 


115 
i 128 I 


201 


. = > .i I . , r!.i ■ 'i , T:.i166 

-it fh ,.!t , itt iVl .v-Hhr- .. 


187 

157,^,175 


217 


258 

i 

244 272 


yj -it vj'l -f: , it’! i'f! -v-i-Tr- * "'I ■ vft-r T^'f m—--iWri ■ i • 

;m/z-> 30 40 SO 60 70 80 9'0 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 200 3Q0 310 ' j 


286 


300 


756112.D 


Fri May 13 09:26:07 2011 


Page 2 


Folk OIG PRR 048311 


































Area Percent / Library Search Report 


Information from 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM7\11 

KAC 

19 Nov 2010 11 I 21 

BLANK 

1 

DRUGS 

RTF 


19_10\756113 .D 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756113.D Fri May 13 09:26:10 2011 


Page 1 


Folk OIG PRR 048312 











Area Percent / Libi'ary Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q4-2010\SYSTEM7\11_19_10\756114.D 

KAC 

19 Nov 2010 11:33 

BLANK 
ASD 
1 

DRUGS 

RTF 


Abundance ’ ' TfC: 7515114.0 



hme-> 2.6 o 3.00 3.50' 4.b0' ' 'ibo ^ abo 6.bo' ’ 6.50 ' ' 7.00 '7.bo’ S.oo ' 8.50’ ’aOo 9.b6 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756114.D 


Fri May 13 09:26:12 2011 


Page 1 


Folk DIG PRR 048313 





















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2010\SYSTEM7\11_19_10\756115.D 
KAC 

19 Nov 2010 11:46 


ASD 

15 

DRUGS 

RTE 


jAbundance 

! uoooooj 
I 12000001 
I 1000000j 

i 8000001 
600000; 

400000; 

I 2000001 

|rime-> ° 2.b0 2.^0 3.00 ' 3.50 4.5 0 5.00 5.50 " 6.50 ' 7,00 ' 7.50 aOO 8.50 O.OO 9.50 


■TrCT75BT15.tr 
02 


Ret. Time 

Area 

Area % 

Ratio % 

6.020 

2725207 

100.00 

100.00 


756115.D Fri May 13 09:26:15 2011 


Page 1 


Folk OIG PRR 048314 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756115.D 

KAC 

19 Nov 2010 11:46 


ASD 

15 

DRUGS 

RTF 


Search Libraries: 


PK# RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.02 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000-00-0 16 


Abundance 


80 


Average of S.^SSTtb 671F4 min.:758T15.D' (-) 


60 j 


44 
40; M 


20: 


70 

( 


230 


115 

i 


140 


: ot.li'. 

,in/z->_ 40 

Abundance 


80 ‘ 


55 

Mi ! 

84 98 

128 

187 

159 175 |r 

i LjJ_ 


L .i!n!i. =• 

Oki '.I: iMii':;, i..liMiii' ii ! i|i! . | 


201 


315 


258 


215 

..I ,ij 244 272 286 


^^ ^ ^ .^. . . . .... .... . 341 J366 i 

eb’ ^80' " ibb^ 1:^0 " 'i40 "lob '' 206 ' 2ib 24b '260 ^280 360 ’3^0 340 ' i 


W83f'Oxyco^one 


■PT573 


315 


60 i 


40: 


20i 


70 

j 


230 


140 


201 


258 


185 


: Ov , 

‘m/z-> 40 


756115.D 


217 


281 


244 300 

60 80 160 120 140 160 180 200 220 240 260 280 30o 320 340 


Fri May 13 09:26:16 2011 


Page 2 


Folk OIG PRR_048315 





























Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM7\11 

KAC 

19 Nov 2010 11:58 

BLANK 
ASD 
1 

DRUGS 

RTF 


19 10\756116.D 


iAbundance 


TIC: 75611 6:D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756116.D Fri May 13 09:26:18 2011 


Page 1 


Folk OIG PRR 048316 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756117.D 

KAC 

19 Nov 2010 12:11 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756117.D Fri May 13 09:26:21 2011 


Page 1 


Folk OIG PRR 048317 













Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\11_19_10\756118.D 
KAC 

19 Nov 2010 12:23 


ASD 

18 

DRUGS 

RTE 


Abundance TIC: 756118^0 

: 1000000 ! 

800000: ' 

I 600000I 

L i ! 

I 400000' I 

I ! 

! 200000 ! , 


2.00 ' 2.50 

ioo a.feo ' 4.00 ' 4.M 5,00 

5.fe0 

'e.bo 

' 6.50 7.00 7.50 ' 8.00 ' ' 8.50 ' 9.00 ' 9.50 ' 


Ret. Time 

Area 

Area 

% 

Ratio % 

6.009 

1698853 

100 . 

00 

100.00 


756118.D Fri May 13 09:26:24 2011 Page 1 


Folk OIG PRR 048318 











Area Per-cent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 010\SYSTEM7\11_19__10\756118 .D 
KAC 

19 Nov 2010 12:23 


ASD 

18 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT Library/ID 


CAS# 


Qual 


1 6.01 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 95 

000000-00-0 9 


Abundance 


80; 


WerageW^mriD'e: 1'21 min.: 756T1B1J 


315 


601 


40; 


201 


44 


70 


55 


115 


140 


201 


84 98 


128 


187 


230 


I 


258 


161 175 ill 214 i 

■ :.i 1,^1, ; - I r- 15? ^ i ;;; 1 244 

Jti/z-> 40 60 70 80 90 100 110 120 lio 140 150 160 170 180 190 20O 210 2^0 2^0 240 250 26 


079 300 

282 . 


260 270 260 2O0 360 310 


Abundance 


80 i 


#583: Oxycodone 


PI 573 


316 


60 


40! 


20; 


70 


230 


140 


201 


258 


185 I 217 I 

l:i ' 1 I 244 i 281 

i| 


m/z--> 


Q;,^ .. . . . . . . . . . ... .. , k; ,, i ' . - ,-,-r i k . . . , . L - , . - 

40' 50 60 70 'To ' ^ ’ I'Oo 1 i 0 'l 20 130 'l 40 150 160 VO 160 190 260 210 220 2id 24 


300 


756118.D 


Fri May 13 09:26:24 2011 


240 250 260 270 280 290 300 310 


Page 2 


Folk OIG PRR 048319 

















Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEM7\11_19__10\756119.D 
KAC 

19 Nov 2010 12;36 

BLANK 
ASD 
1 

DRUGS 

RTF 


jAburida rx^ T 1C: 7561 T9. D 

I 3000I 



[rime-> 2.00 2.50 iOO 3.50_ 4.56_ 4.ko 5^^ S.ho 6.00 oio 7.00 7.50 8.00 a6o 9.6o 9.50 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


756119.D 


Fri May 13 09:26:27 2011 


Page 1 


Folk OIG PRR 048320 






















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM7\11 

KAC 

19 Nov 2010 12:49 

BLANK 
ASD 
1 

DRUGS 

RTE 


19 10\756120.D 


‘Abundance IIC: /SSTSCTCT 



iTime-> 2.bo" "zso 3.00 3,fe6 4.00 4.50 5.00 5.50 6.0 0 6 .50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756120.D Fri May 13 09:26:30 2011 


Page 1 


Folk OIG PRR 048321 









Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756121.D 

Operator 

KAC 

Date Acquired 

19 Nov 2010 13:01 

Sample Name 
Submitted by 


Vial Number 

21 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


.. TfC: 756^1) 


6|01 

J 800000' 

600000j 

1 • 

: 400000; 

s i 

1 200000 i 

i qL.._ 

l! f 

i 

ii 

M 

hrjme'-> iho 2.50 a.bo 

' 3.5r 4.00' ' 4.bo ' 5.bo ' 5,bb' ‘ e.do ' e.bo' ldo ' ‘ 7 . 5 b' ' e.ob ’ abo ' 9.06 ' ^ 9.56 ' ' ‘ : 

Ret. Time 

Area Area % Ratio % 

6.010 

1504827 100.00 100.00 


756121.D 


Fri May 13 09:26:33 2011 


Page 1 


Folk_OIG_PRR_048322 















Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756121.D 

Operator : KAC 

Date Acquired : JL9 Nov 2 010 13:01 

Sample Name ; 

Submitted by : ASD 
Vial Number : 21 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 6.01 C:\DATABASE\PMW_ T0X2.L 

Oxycodone 000076-42-6 91 

Endogenous biomolecule AC 000000-00-0 16 



Folk_OIG_PRR_048323 























Area Percent / Library Search Report 


Information from Data Pile: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756122.D 

Operator 

KAC 

Date Acquired 

19 Nov 2010 13:14 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


A&uii^arice.. ” .. “ ■ " TFC; r5M22;0" " 



.time-> ° 2.00 2,60 3.0O 3.50 4,00 4^0 5,00 5.50 6.00 6,50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756122.D 


Fri May 13 09:26:36 2011 


Page 1 


Folk_OIG_PRR_048324 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2 010\SYSTEM7\11__19_10\756123 .D 
KAC 

19 Nov 2010 13:27 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance ... TFC: 7WtZ3:D 



hme-:^ 2.5o aio' 3.bo 3.50" 4.5o 4 .t6 5.00 5.50 6.00 6.50 7.00 7.^0 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756123.D 


Fri May 13 09:26:38 2011 


Page 1 


Folk_OIG_PRR 048325 























Area Percent / Library Search Report 


Information fror 
Pile Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data Pile: 

F:\Q4~2010\SYSTEM7\11 19 10\756124.D 

KAC 

^?Nov2010 13:39 

24 

DRUGS 

RTE 

lAbundance 

. — . 

. rfcyrmrim 

600000 

1 

500000 

400000 

300000 

i 

200000 

100000 

0 


6 

1 

00 

! 

i 

: 1 


2.56 2,00 3.00 

' ' i50 ' 4.b0 ’ 4.60 ' 5.00 ' ^ 6^0 ' ' 6.00 ' 6.50 ' 7.00 ' 7.60 ' ' 8.00 ^ ' aSO ' ' 9.00 ' 9^0 ^ ^ 

Ret. Time 

Area Area % 

Ratio % 

6.004 

905576 100.00 

100.00 


756124.D Pri May 13 09:26:41 2011 


Page 1 


Folk_OIG_PRR 048326 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756124.D 

KAC 

19 Nov 2010 13:39 


ASD 

24 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C;\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 

Library/ID 

CAS# 

Qual 

1 6.00 

C;\DATABASE\NIST98.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

97 

Abijhdance 
i i 

Aver^ of^671o^ll7 min.:756T24.Cr{-) 

315 

. ; 


801 


60 


40 


201 


44 


70 


55 

111 


115 


84 98 , 


! I Itl. jk 


230 


140 


201 


128 i 

i i I.; 


187 


175 


214 

1 • i 


258 


^ 272 287 


355 


m/z-> 2b 40 60 'a'o' ' '^lOO llo ibo' ' 180 '^5o 220 240 2^0 280 300 3^0 340 


AbuncJance 


WT0W03: Oxycodone 


315 


801 


60 i 


40; 


20 ; 


230 

i 

j 


!i5 28 

Oi.t,.. 


42 

70 


115 




201 


I 





1 128 

140 


187 


215 

! 

, I, 


258 





98 


159 

175 c 

..jj j.. 

i 244 

272 286 

300 ^ 

. i h 

40 

^ 'ao' ’ 8b'' 


120 ' ' 

140 

Uo"" 

^180 

200 

Tk 

240 

2bb 

280 

300 320 340 


756124 .D 


Fri May 13 09:26:42 2011 


Page 2 


Folk_OIG_PRR_048327 



































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756125.D 

KAC 

19 Nov 2010 13:52 

BLANK 
ASD 
1 

DRUGS 

RTF 



° 2.b0 2.bo 3.00 3 .50 4.bo ' 4.60 5.00_ k.ho 6.00 ^ 6.50 7.00 7. b6 8.60 8.50 9,00 9,50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756125.D Fri May 13 09:26:44 2011 


Page 1 


Folk_OIG_PRR_048328 















Area Percent / Library Search Report 


Information from Data Pile: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756126.D 

Operator 

KAC 

Date Acquired 

19 Nov 2010 14:04 . 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


/Abundance TIC: 75612BTD' 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756126.D 


Fri May 13 09:26:47 2011 


Page 1 


Folk_OIG_PRR_048329 









Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756127.D 

KAC 

19 Nov 2010 14:17 


ASD 

27 

DRUGS 

RTE 


jAbundance 

i 

I 1000000 

I 

^ 800000j 

i 600000 i 


TlC:756W:u 

6 j01 


400000^ 

2000001 




|Tlme-> 2.00 ' 2.^0 ^,6o ' 3.60 4.00 4.50 5.00 5.50 6.bo" 6,50 7.00 ’ 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.010 

1893407 

100.00 

100.00 


756127.D 


Fri May 13 09:26:51 2011 


Page 


Folk OIG PRR 048330 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756127.D 

Operator ; KAC 

Date Acquired ; 19 Nov 2010 14:17 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

27 

DRUGS 

RTE 


Search Libraries: C 


\DATABASE\SLI.L 
\DATABASE\PMW_TOX2.L 
\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


1 6.01 C:\DATABASE\PMW_T0X2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000-00-0 27 


I^buhdanci' 


Average 615:9B71o 6.11STnin'.: 75B'1 2VS (-) 


20; ■' 55 


, ;j. i : i i 


159 


272 286 


Wz-> 40 50 60 70 80 90 'lOO 110 lio 130 140 150'160 170 180 iSO 200 210 2^0 20o‘240 250 20O 270 280 290 300 310 


Abundance 


”#583: 'Dxycoaone 




h/z-> 40' S'O ' 60 /O ’' 80'' 90' iOO ’l \ 0 120 130 1 40 150 160 170 180 1 9o 200’ 2^ 0 220 Oio 240 250 26o' 270 28o' 2^6 30O 3 i 0 


756127 .D 


Fri May 13 09:26:52 2011 


Page 2 


Folk OIG PRR 048331 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756128.D 
KAC 

19 Nov 2010 14:29 

BLANK 
ASD 
1 

DRUGS 

RTE 


A¥undance~.. ... ““ ~ .TIC: ■r5BT28.D' 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756128.D 


Fri May 13 09:26:55 2011 


Page 1 


Folk_OIG_PRR_048332 


















Area Percent / Library Seai'ch Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756129.D 

KAC 

19 Nov 2010 14:42 

BLANK 
ASD 
1 

DRUGS 

RTE 


Sbundance TFC; 75612970 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756129.D Fri May 13 09:26:58 2011 


Page 1 


Folk_OIG_PRR_048333 













Area Percent / Library Search Report 


Information from 
File Name ; 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth: 
Integrator : 


Abundance 

■ i 

^ 1600000: 


1000000 ; 

1 


i 500000! ij 

! I ;i 

1 I 3.75 4.45 

I J. ^ p. 

iTime-> 2.602.^0 'io^ \3.50 4.00 ' ' 4,50 'S^O ’ ' 6.00 6^0 ' ' 7.00 r^SO ' 8.bo^.50 "" 9.00 


Ret. Time 

Area 

Area % 

Ratio % 

3.748 

141876 

3.85 

4.15 

4.447 

123914 

3.36 

3.62 

, 6.020 

3422619 

92.79 

100.00 


756130.D Fri May 13 09:27:01 2011 Page 1 



TIC: 755430,U 
6j02 


Data File: 

F: \Q4-2 010\SYSTEM7\11__19__10\756130 .D 
I<AC 

19 Nov 201 0 14:54 

30 

DRUGS 

RTE 


Folk_OIG_PRR_048334 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756130.D 

KAC 

19 Nov 2010 14:54 


ASD 

30 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


3.75 C:\DATABASE\PMW_TOX2.L 
Palmitic acid 
Myristic acid 
Tridecane 


000057-10-3 90 
000544-63-8 87 
000629-50-5 10 


ISBiindance 


80: 


43 60 73 


60 j 


40 i 


201 i 


„ :v5," 


83 


97 


"Average of 3.722 to 3T8'3'3 min.: 75BT3“OTO‘ (-} 


129 


115 


Ot ■■7445 " i ' * I 7 11 1 1 1 l‘j-I'< 1' i j i j ij Ij 1 ^' • I 4 7 4^^f 4/ ' ? t"'‘; ‘i *' i ■ i i (h p = 5 -: * ' | . '-‘t vS i-ti i ; i--■-» - , ■ i rTr;. ' - ■ ; ; ; j : : "vj i i : 

:m/2-> 40 50 60 70 8'0 90 100 110 120 130 140 1$0 160 itO 1^0 l90 200 210 220 230 240 250 230 270 280 


143 


157 171 185 


213 


199 


227 


256 


281 


Abundance 


801 


60' 


60 


#822:Farmiltc add 




40; 


20 


1 ; 83 

; i ! I! 


129 


157 171 185 


213 




256 


:m/2-> 40 50'eb 70 so 90 100110120130140150 leo ifo w W 


756130.D 


Fri May 13 09:27:01 2011 


Page 2 


Folk_OIG_PRR_048335 




























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756130.D 

KAC 

19 Nov 2010 14:54 


ASD 

30 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.45 C:\DATABASE\PMW_TOX2.L 

Stearic acid 
Myristic acid 
Undecane 


000057-11-4 95 
000544-63-8 64 
001120-21-4 10 


Abundance 


: 43 


80 : 


60 


73 


Average^4.42i to 4.522 min.T756130.D 


60 M 


40 i 


20 . 


'N 83 

i i 97 


129 

t 


115 


157 


185 241 

171 199207 227 


255 


284 


) 0 I ‘ r / = ‘ I p-^^rUj i ■'; l l 7 . --*1^! ; S rf-rv‘-r l- 1 j'l ■. I : : .t-r-j -r-i-M ‘i . i 1 1 . , it-,--] I-:--! ^ - -t . i : I-!- , ; I 

4^50 6b ^ 80 90 100 HO 1 20 130 140 1^0 160 170 180 190 200 210 240 250 2b0 270 280 j 


jAbun dance' 




.'WSO: Sle^c acid' 


F1389 


80 E 


60! 


60 i 


284 


40 i 


20 i 


83 97 


II 


111 

i 


129 


143 


185 

171 199 


! o;.-,-,.. •,. r,-, Ji.. . nl,-,.-... . rnL-. ,, . , ....W, J; : ,.. ,.,.3:... . . . . , . p.../I.’.. . .,: ^ | 

lm/z-> 40 50 60 70 80 90 100 110 120 130 140 1S0 160 170 180 190 200 210 220 230 240 250 260 270 280 i 


241 


264 


756130.D 


Fri May 13 09:27:02 2011 


Page 3 


Folk_OIG_PRR 048336 
































Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 010\SYSTEM7\1I_19__10\756I30 -D 
KAC 

19 Nov 2010 14:54 


30 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.02 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076--42-6 91 

000000-00-0 9 


iAbiindance 


AveraplDf'5:96Tlb"6V195l^^^^ (-) 


315 


80 


60 


40 i 42 


20 


70 


55 


230 


115 


140 


201 


84 


98 i 


i :! 


128 


Wz-*> 4'0 50 60 70 80 9'0 lO01101201301401501601701601^0200 2^220230240250260270280290300310320330340 


! . 159 


187 

175 


215 

;■!: 'f 244 Ij 


258 


272282 


300 


329 341 


jAbundance. 


'#583:T5xycodoae 


PT5TO 


315 


80 i 


60 


40 i 


20: 


70 


Wz’-> ^ 4b’ 50 ‘^ 0^70 80 90' 10O 110120130140 150160 170 180 1902^210220 230240250 26027026b 290 300 3103^0330340 


140 

I 


201 


185 


230 


217 

ill 


258 


244 

-i -r - T- - I ! 


281 


300 


756130.D 


Fri May 13 09:27:02 2011 


Page 4 


Folk_OIG_PRR 048337 







































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2010\SYSTEM7\11_19_10\756131.D 

KAC 

19 Nov 2010 15:07 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance TIC: 75613170 



|Tiine->_° ibo ""a-SO 3^0 3.50 ' 4,00 4.50 ' 5,6o _ 5.50 ' 6.tl0 6.50 7.bo 7.50 8.bo 8.bb 9.bo 9.bo 


Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756131.D Fri May 13 09:27:05 2011 


Page 1 


Folk_OIG_PRR 048338 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756132.D 

KAC 

19 Nov 2010 15;20 

BLANK 
ASD 
1 

DRUGS 

RTE 



kime-> *^2.d0 zfeo ' 3.00 iio 4.bo "^^60 5.6^ 5.^6 6.b0 6^0 7.50 8,00 ' 8.bo 9.bo 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756132.D 


Fri May 13 09:27:08 2011 


Page 1 


Folk_OIG_PRR 048339 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\11_19_10\756133-D 
KAC 

19 Nov 2010 15;33 


ASD 

33 

DRUGS 

RTF 


Abunclance 
; 1200000 


1000000 

8000001 

6000001 

I 

400000 ^ 


TrC: 75EmD- 
6101 


200000i 

j 


lTime--> zbo ifeo 3.00 

3.50 ‘ ' 4.66 4^ 5,06 

^5.50' abo' 

6.50 . 7.00' 7.50 8.6o 8.60 ' 9.00 9.50 i 

Ret. Time 

Area 

Area % 

Ratio % 

6.010 

2177284 

100.00 

100.00 


756133,D 


Fri May 13 09:27:11 2011 


Page 1 


Folk_OIG_PRR 048340 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P: \Q4-2010\SYSTEM7\11_19__10\756133 .D 
KAC 

19 Nov 2010 15:33 


ASD 

33 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 

Library/ID 

CAS# 

Qual 

1 6.01 

C:\DATABASE\NIST98.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

Abundance 

1 i 

Oxycodone 

000076-42-6 

99 

Average of 5.967 to 6.158 min.:T564T3,D 0 


315 1 


80 i 


60; 


44 

40 i 

1 

20^ 

1 

55 




70 


115 


140 


84 


98 


128 


230 


201 




^/z-> 30 40 50 60 70 80 90 100 

J^bundance 


80 i 


■ Ji, 

110120131 


161 

153|jj 




175 

I'i 


187 

i. . 

j 215 

h,,,. .1(4 

*t-y n 


258 


244 




272 282 


.0 140 1 So 160 170 180 190 260 2 i 0 2^0 230 240 250 2^0 270 280 290 sdo 310 


"W28608: Oxycodone 


315 


601 


40 i 


230 


20 : 


,m/z-> 30 


42 


70 


140 


201 


115 


58 


84 08 


128 


187 


217 


258 

244 272 


300 


40 50 60 70 80 90 lOoi10i:i0 130140 15bl60170l8019026o21022023024b25b2002:7b28029036o310 


756133.D 


Fri May 13 09:27:12 2011 


Page 2 


Folk OIG PRR 048341 














































Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4'2010\SYSTEM7\11_19_10\756134.D 
KAC 

19 Nov 2010 15:45 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756134.D 


Fri May 13 09:27:15 2011 


Page 1 


Folk OIG PRR_048342 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756135.D 

KAC 

19 Nov 2010 15:58 

BLANK 
ASD 
1 

DRUGS 

RTF 


'Abundance.T(C: 756135,U 



^ime->_ 2.o6_ ' 2.56_ 3,00 ' s.SO ^bo ' 4,50 ^.00 ' 5.0o 6.00 6.50__ 7.00 7,M 8.00 8.50 9.bo ^ 9.50 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756135.D Fri May 13 09:27:17 2011 


Page l 


Folk_OIG_PRR_048343 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756136.D 
KAC 

Nov 2010 16:10 

ASD 
3 6 

DRUGS 

RTF 


Abundance 

i 1200000 


10000001 
eoooooj 

600000j 
4000001 

200000i 


TICTTffefO'eTtT 

6j01 


irime"> LOO 2.^0 

3,00 ' ' a.feo 4.00 4.50 5.00 

5.^6 6.00 

aso ' 7.06 7.50 ' ' 8.00 ' S.feo ' 9,00 9,56 ' ' 

Ret. Time 

Area 

Area % 

Ratio % 

6.010 

2105837 

100,00 

100.00 


756136 .D 


Fri May 13 09:27:20 2011 


Page 1 


Folk OIG PRR 048344 











Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756136.D 
KAC 

19 Nov 2010 16:10 


ASD 

36 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.01 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


^Average dr579^ lo"6/168 mm,: fT 


315 


80 i 


60 


40 s 


201 


44 


70 


55 


115 


i fl 


84 


98 


i 128 j 


Ml:!, 


230 


140 


201 

187 ! 


159 


175 


214 


258 




,ML! i. ii Li. j:i y. I i '' 272282 T 

0 100 120 140 160 1^0 200 220 240 260 200 300 


300 


355 


Abundance 


aoi 


#T 28 M 8 ':X>xyc 6 Wrie. 


315 


340 


60; 


401 


201 


42 


230 


70 


140 


201 


115 






58 


84 98 


128 


187 


i 157 175 


217 


,1,!.u 


258 


244 || 272 286 


40 60 80 1 00 1 20 140 lOO 1^ 260 220 240 260 280 300 320 340 


756136.D 


Fri May 13 09:27:21 2011 


Page 2 


Folk_OIG_PRR_048345 








































Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19__10\756137 .D 
KAC 

19 Nov 2010 16:23 

BLANK 
ASD 
1 

DRUGS 

RTF 


ABuridance . TrC':75'ffT37:D 



hme-> 256 2.50 ' 3.6o 3.50 4.66 4.50 6.6o 5.6o 6.00 6.50 ' 7.66 ' 7.ko 8.00' 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756137.D Fri May 13 09:27:23 2011 


Page 1 


Folk_OIG_PRR_048346 
















Area Per-cent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 

Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2010\SYSTE|VI7\11_19_10\756138 .D 
KAC 

19 Nov 2010 16:36 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abundance ' ..TrC;756T38'.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756138.D Fri May 13 09:27:26 2011 


Page 1 


Folk OIG PRR 048347 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756139.D 

KAC 

19 Nov 2010 16:48 


ASD 

39 

DRUGS 

RTE 


Abundance.... TfC: 756139^^D' 

j 1200000 ; 

! i i 

' 10000001 J 

I 8000001 

i 600000^ li 

i • 1 

t . .! 

: 4000001 jj 


! 

200000 * |1 

j h 


n;jme--> 2.60 '2.6O 

3.60 3.50 4,00 4.50 6.5o 

5.50 

6 .bo 

' 6.50 ' 7.60 ’ 7.50 ' 8.00 ' 8.50 9.00 9.50 ’ 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.010 

2223680 

100 . 

00 

100.00 


756139.D Fri May 13 09:27:30 2011 Page 1 


Folk OIG PRR 048348 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756139.D 

PCAC 

19 Nov 2010 16:48 


ASD 

39 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.01 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000-00-0 27 


'Abundance 


Awfap of’5:9671^6.19^^^^ : rS'eTigTEJIT 


315 


80 i 


60i 


40! 


44 


20 ! 


I 


55 


0 

i^ndance 


70 


i 84 


230 


115 


98 


140 


128 


;Lax,L 


‘150, 


161 


201 

187 

175 . 214 


...i.-;, 


258 

244 272 


287 


300 


Wz-> ' 40_ 6b^' bo ’ iOO ' 120 146" ‘160 ^ ' 180 " ' 2^6 ' 220 240 2^0 ^0 3(i0 3^0 340 

■#583:"Oxyc66oiie 


355 


80 


60 i 


315 


40^ 


20 


Oi . 


70 


140 


Wz-> 40 ' eb' ‘ 8 o' ' ibo 120 i4o 


230 

201 

185 I 217 ^ 

ill I 244 


258 


281 


300 


..|!i: , J 

180 260 220 240 260 280 300 320 340 


756139.D 


Fri May 13 09:27:31 2011 


Page 2 


Folk OIG PRR 048349 























Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2010\SYSTEM7\11_19_10\756140.D 

Operator ; KAC 

Date Acquired : 19 Nov 2010 17;01 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


i^buridance 


TIC: 7561 40:D 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


756140.D Fri May 13 09:27:34 2011 


Page 1 


Folk OIG PRR 048350 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756141.D 

KAC 

19 Nov 2010 17:13 

BLANK 
ASD 
1 

DRUGS 

RTE 



iTime-> 2.bo 2.fe6' 3.00 ' 3.bo 4.00 4.50 5,00' 5.bo 6.bo 6.^ 7.00 ' 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756141.D Fri May 13 09:27:37 2011 


Page 1 


Folk OIG PRR 048351 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756142.D 
KAC 

19 Nov 2010 17:26 


ASD 

42 

DRUGS 

RTE 


;Abundance 

^ 1000000 : 

i i 

! 800000 ; 
i 600000 ; 

I 

I 4000001 


I 200000] 

I . ] 


[Tfiiie--> 2.00 2.50 

3.bo ' ' 3.50 4.00 ' 4.50 ' ' 6.00 

' ' 5.50 

e.oo 

' 6,50 ' ' fbo ' 7,50 ' 8.00 ' 8.50 ' 9.00 ' ' 9.50 






Ret . Time 

Area 

Area 

% 

Ratio % 

6 . 010 

2013534 

100 . 

00 

100 . 00 


TfC: 756“14XD“ 
6j01 


756142,D 


Fri May 13 09:27:41 2011 


Page 1 


Folk OIG PRR 048352 










Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756142.D 

Operator : KAC 

Date Acquired : ^^Noa^^^IO 17:26 

Sample Name : 

Submitted by : ASD 
Vial Number : 42 

AcquisitionMeth: DRUGS 
Integrator : RTF 


Search Libraries: C:\DATABASE\SLI,L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 6.01 C:\DATABASE\NIST98.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance ... " ‘ .Averageof 5.96Ttb 6^00 mini.; 756'14^.(T{-T 

; i 315 



315 


80 ^ 



756142.D 


Fri May 13 09:27:41 2011 


Page 2 


Folk OIG PRR 048353 





































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756143.D 
KAC 

19 Nov 2010 17:39 

BLANK 
ASD 
1 

DRUGS 

RTE 


'Abundance™ irC: 756143.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756143.D Fri May 13 09:27:44 2011 


Page 1 


Folk OIG PRR 048354 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P;\Q4-2010\SYSTEM7\11_19_10\756144.D 
KAC 

19 Nov 2010 17:51 

BLANK 
ASD 
1 

DRUGS 

RTE 


Abun3ance 
i 2500; 

j 2000, 

: 1600i 

1000 ; 


“TIC:756f44.TF 


P 


j |||l 


M 


J 


yp' 


ampf 


I 500 

i 

: 0 
frime"> 

k i 

, iAlS'0 


i 

2.66 2.6o 3.00^ 

3-^P 4.6o 4.bo 5.00 

5.bo 6.00 6.60 

' 7.06 ' 7.50 8,60 8 .S 0 9.60 9.60 

Ret. Time 

Area 

Area % 

Ratio % 


INTEGRATED 

PEAKS*** 




756144.D 


Fri May 13 09:27:47 2011 


Page 1 


Folk OIG PRR 048355 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756145.D 

KAC 

19 Nov 2010 18:04 


ASD 

45 

DRUGS 

RTE 


Abundance 
I 1400000! 

i 

1200000| 

: 1000000; 

; 8000001 
600000I 

I 4000001 

I ; 

I 200000j 

OVr 


TfCTTSBrnU 

6j01 


hme-> 2.66 2.^0 3.bo' 3.^6 4.00' 4.50 5,00 ^50 6.b6 6.50 7.00 7,50 ' 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.015 

2584103 

100.00 

100.00 


756145.D 


Fri May 13 09:27:49 2011 


Page 


Folk OIG PRR 048356 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756145.D 

Operator : KAC 

Date Acquired : 18:04 

Sample Name : 

Submitted by : ASD 

Vial Number : 45 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


6.01 C:\DATABASE\PMW_TOX2.L 

Oxycodone 000076-42-6 90 

Endogenous biomolecule AC 000000-00-0 16 



801 
6o| 


40| 70 230 


o o 

CM 

A 

. .. 






140 

} 

I 

I 


185 

201 

1 

217 

i 

.J;i . 

244 

258 

281 

1 

300 

,4... 


‘ 4 o 

1 

sb 

’ 100 

lio^ 

' ilo 

160 

i6o ’ 

260' 

‘ 220 

240 

' 260 

' 280 

’300 320 

340 


756145.D Fri May 13 09:27:50 2011 Page 2 


Folk DIG PRR 048357 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2010\SYSTEM7\11_19_10\756146.D 

KAC 

19 Nov 2010 18:16 

BLANK 
ASD 
1 

DRUGS 

RTE 



Time-> 2.b0 ' 2.^6 3.00 ’ iko 4.00 ' isO' 5.00 S.feO 6.00 6.So 7.00 7.60 S.Oo 8.60 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756146.D 


Fri May 13 09:27:53 2011 


Page 1 


Folk OIG PRR 048358 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756147.D 

KAC 

19 Nov 2010 18:29 

BLANK 
ASD 
1 

DRUGS 

RTE 





0 ^ 


2.00 2.50 


3.5o ifeO 4.00 ' 4.ko 5.b0 5.50 6.00 6.50 7.bo t60 8.00 8.50 9.bo 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756147.D Fri May 13 09:27:56 2011 Page 1 


Folk_OIG_PRR_048359 
















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
bate Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM7\11 

KAC 

19 Nov 2010 18:42 


ASD 

48 

DRUGS 

RTE 


19 10\756148.D 


Abund^ce 

I 5 

i 600000i 


TfCr756l48:D” 

6|00 


6000001 

i ^ 

' 4000001 

^ 300000j 

i 2000001 !| 

100000 ! il 

[ ; _ I : 

I 0 — I— I —1—t—1—I—:— ~ -v 1 '1—I—1—I—;——i— : —r'"T ^ —1—>—1—r^T—1— t —i—<— f —1—1—1——!—ri"-!—1— ■< —f—r- T—^—r"n— 1 — \ —1——r—^—1—^ 

iTime-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5^ 6.0O 6.50 7.0o 7,50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.004 

1024172 

100.00 

100.00 


756148.D Fri May 13 09:27:59 2011 Page 1 


Folk DIG PRR 048360 











Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM7\11 

KAC 

19 Nov 2010 18:42 


ASD 

48 

DRUGS 

RTF 


19 10\756148.D 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.00 

C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 

000076-42-6 

000000-00-0 

91 

16 


l^uhdance 


801 


Averap of 5”967 lb : 7561 4 6.D' {-) 


315 


60-' 


40^ 


44 


70 


230 


115 


1 ; 55 


: Hi 

84 




140 

i 


201 


128 




187 

161 ^^5 


214 


258 




Abundance 

80! 

i 

i 60 ; 

j 1 

I i 

i 40| 

20 ! 


hrVjMJl 

0 170 
'#583TOxycodone 


;! 272281 


PT573 


315 ! 


70 


OL 


140 


201 


185 


217 


230 




258 


244 


281 


300 


...J:.. 


bi/z-> 4b ’ 50 6b 70 ab bo ’ 100 11 b 120 130 14o 150 160 ^0 180 160 200 2^ 0 220 2^0 240 250 260 270^260 260 360 310 
756148.D Pri May 13 09:27:59 2011 Page 2 


Folk OIG PRR 048361 








































Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756149.D 

KAC 

19 Nov 2010 18:54 

BLANK 
ASD 
1 

DRUGS 

RTE 



iTime-> ^'J.bo ^50 po' iio 4.00 4.50' _5.bo 5.bo' e.bo e.so 7.bo 7^^^ 8.oo_ s.so 9.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756149.D Fri May 13 09:28:02 2011 


Page 1 


Folk_OIG_PRR_048362 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756150.D 

KAC 

19 Nov 2010 19:07 

BLANK 

1 

DRUGS 

RTE 


Abundance TIC: 76'6T5D.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756150.D Fri May 13 09:28:05 2011 Page 1 


Folk OIG PRR 048363 










Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\ll 19 10\756151.D 

Operator 

KAC 

Date Acquired 

19 Nov 2010 19:19 

Sample Name 

OXYCODONE STD 

Submitted by 
Vial Number 

12 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance 

i 

350000; 
i 300000; 

2500001 

i 200000 ; 

1500001 

100000 ; 

i sooooj 

iTime-> ° 2^00 ' 2io 3d)6 3.50 ' '4.00 4.^0' TSo 


TrCr 756 i 51 ,D 

6100 


^ . . .i I I I . I • I | — 

5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.5o 


Ret. Time 

Area 

Area % 

Ratio % 

5.999 

594792 

100.00 

100.00 


756151.D 


Fri May 13 09:28:08 2011 


Page 1 


Folk OIG PRR 048364 







Area Pei'cent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2 010\SYSTEM7\11_19^10\756151.D 
KAC 

19 Nov 2010 19;19 

OXYCODONE STD 

12 

DRUGS 

RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.00 C:\DATABASE\PMW_TOX2,L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000-00-0 9 


Abundance' 


Average of5'.967 td'6.f2'1 TmUTSBiVTOY-) 


315 


80| 

60j 

40; 

20 - 


44 

ii 


70 


: 55 


IJ 


230 


115 


140 


201 


84 98 


■“ .150 160 1^0 180 190 200 210 220 230 240 250 26 


128 


186 


7 ,150: 


161 


175 


214 


244 


258 

i 


300 


,hi/z-> 40 50 6b 70 80 90 l6 0 110 l20 l30 140 150 

Abundance . Oxycodone 


i 287 

260 270 2to 2^0 300 31o" 


P1573' 


315 


80 ^ 


60; 


40, 


20 i 


0 ^. 


70 


140 


230 


201 

185 ; 217 


! 


! I ! 


258 


244 i 


281 


300 


Wz-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 160 190 200 210 220 230 240 250 260 270 280 200 300 310 


756151.D 


Fri May 13 09:28:08 2011 


Page 2 


Folk OIG PRR 048365 































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756152.D 

KAC 

19 Nov 2010 19:32 

BLANK 

1 

DRUGS 

RTE 


Abundance .. ~ rR::T75BI152.D- 



T(me-> 2.00 ZSO ' 3.00 3.feo '_ 4.0^ 4.50 5,00 5.50 6.00 6.^0 7,00 7.fe0 8.6o 8.50 9.i}0 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756152.D Fri May 13 09:28:11 2011 


Page 1 


Folk OIG PRR 048366 










Area Percent / Librar-y Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756153.D 

Operator 

KAC 

Date Acquired 

19 Nov 2010 19:45 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance . TfC: 756153.0 



2.00^' 2M 3.00 3.50 ’ ^' 4.5o ’ ' 5.00 J5^ ^0;' ^ 6.^' 7.00 7,5o ' §.00 8.50 9.6o 9.b0 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756153.D Pri May 13 09:28:13 2011 Page 1 


Folk OIG PRR 048367 













Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756154.D 

KAC 

19 Nov 2010 19:57 



lAbundance 

I 10000001 
800000: 

; 6000001 
■ 4000001 

; 200000; 

^ 0^^.. . , : ... 

tlime-> 2.00 2.50 3.00 3.50 4.00 


TrCTTSBTMU 

6j01 


4.50 ^ 5.00 5.50 ' 6.00 6.50 7.b0 7.50 8.00 


8^ 9.0o"^T50 


Ret. Time 

Area 

Area % 

Ratio % 

6.010 

1798797 

100.00 

100.00 


756154.D Fri May 13 09:28:16 2011 


Page 1 


Folk OIG PRR 048368 













Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756154.D 

KAC 

19 Nov 2010 19:57 


ASD 

54 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality; 90 


PK# RT 

Library/ID 

CAS# 

Qual 

1 6.01 

C:\DATABASE\NIST98.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 

[TOndance 

; ] 

Average of 5.9'67 to 6.1 STmTn.:TSEl5‘4.D (-) 

315 



80; 


60{ 


40 i 


20 ! 


0 . 


44 

i: 


70 


230 


115 


55 

1: 84 98 


140 


128 


161 


201 

187 i 

175 I 215 


258 


■ 272 


287 


300 


355 


2b 40 6b 80 100 120 140 160^ 180 200 220 240 260 280 300 320 340 


|Abuh(iance 


80 


60 i 


40- 


■WT00903: Oxycbdbne 


230 


315 


20^ 


42 


|15 28 


hi/Z“> 


Oh i 


70 


115 


201 


55 


. 84 

i, ,1 


98 

: i 
l.i : 

140 

: 128 

i y 

; 1 . rj*'.. 1 ■ ■ ' u ■ ■' ■:i‘! 1 . 

159 

p 1 : 

187 
175 Ji 

i j; 

ylV'iib 

j 215 

,fi], 

244 

, . .iuL,,. 

258 

272 286 

300 ^ 

, 1 ji.. 

100 

120 140' 

'Too 

180 

200 2^0 

240 ’ 

’ 260 280 

300 ' 320 340 


756154,D 


Fri May 13 09:28:17 2011 


Page 


Folk OIG PRR 048369 






















Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q4-2010\SYSTEM7\11_19_10\756155,D 

Operator : KAC 

Date Acquired : 19 Nov 2010 20:10 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 

SBunaarice ~ ..TIC: 756T55:o- 


SBufiaarice ~ ..TIC: 756T55:o- 



Time-> ° ibo ' 2.bo' ' 3.00 sio 4.bo 4.50 5.00 5.50 6.00 6.bo 7.00 ’ 7,50 8.00 8,bo 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


756155.D Fri May 13 09:28:19 2011 Page 1 


Folk OIG PRR 048370 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756156.D 

KAC 

19 Nov 2010 20:22 

BLANK 
ASD 
1 

DRUGS 

RTF 


Abundance TrC':‘75HT56.D 



|rime--> 2 .o6 ' 2.5^ . 3.60 ' aio' ' 4 .oT 4.^6 5.00 6.50 7.00 ’ 7,50 ' 8.00 8.50 ’ aOO 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756156.D 


Fri May 13 09:28:22 2011 


Page 1 


Folk DIG PRR 048371 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756157.D 

KAC 

19 Nov 2010 20:35 


ASD 

57 

DRUGS 

RTF 


Aburiaince ..... ..Tftr;756TB7;or 

i 6|01 

i ;, 'i 

' 8000001 j 

! >■ 

I 600000i 

: 400000? :i 

I i i! 

: 200000i 11 


f h]iie-> 2 ._l ]0 4.60' 

ioo ' 3.^ ' 4.00 ' ' 4 . 46 ' ' 5.66 

' 5^0 ' 


’ 6.50 ' f bo ' 7.50 ' 8.06 ^ ‘ 8^0 ' 9.00 9.50 ’ ' ' ; 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.010 

1509325 

100 . 

00 

100.00 


756157.D 


Fri May 13 09:28:25 2011 


Page 1 


Folk_OIG_PRR_048372 






















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756157.D 

KAC 

19 Nov 2010 20:35 


ASD 

57 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.01 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


lAbundance 


Average 605 WTo^'.T37 min,:7!55'1’57Xr (-) 


315 


80; 


60 r 


40 i 


201 


0 ^ . 


44 


70 


55 


115 


I 140 

[ 

84 98 ! ■’f® : 


A,.: 




230 


201 


188 

159 175 I 

iii ii- !■;! 


215 


268 

244 I; 272 286 


ni/z^.> 2b 4b 6b 8b lb0 120 140 


) ' 1^0 180 ^ 2^0 ’ 2^0 240 36280 3b0 320 


355 


340 


Sundance 


80; 


60: 


#TO?J903: Oxycodone 


315 


40' 


20 


42 


70 


h5 28 i| 


I 55 


84 

!, 


98 


115 
i 128 


140 


159 

‘I .• L !3j. t'.: 


230 


201 

187 : „„ : 258 

175 . 215 : 

I i 244 :: 272 


286 


300 


° 20 40^ 60 8^ ioo 120 ' ' 140 i 60 180 200 220 24o 260 280 360 320 340 


756157.D 


Fri May 13 09:28:27 2011 


Page 2 


Folk_OIG_PRR_048373 
































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756158.D 

KAC 

19 Nov 2010 20:48 

BLANK 
ASD 
1 

DRUGS 

RTE 




iTime-> 2.00 2 .5 0 ~"3.60 3.50 4.bo 4.6^ '_5.00' 5.50' 6.o6 6.50 ’ 7.5o 7,fe6_ 8.00 ' 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756158.D Fri May 13 09:28:29 2011 


Page 1 


Folk OIG PRR 048374 












Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q4-2010\SYSTEM7\11__19__10\756159.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 21:00 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abiindarice .TIC: 75BT59'D' 

; 30001 

i I 


3000i 

I 



irime-> ibo 2,56 3.bo 3,W 4.00' 4.50 5.50 6.66 ' 6.50 7.6o’ ’ 7.60 ' 8.bo 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756159.D Fri May 13 09:28:32 2011 


Page 1 


Folk_OIG_PRR 048375 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11__19_10\756160.D 

Operator : KAC 

Date Acquired : 21:13 

Sample Name : 

Submitted by : ASD 

Vial Number : 60 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TIC; 756160.D 

6j01 

; 1000000 ) 

! i 

: 800000) I 

) 600000) I' 

400000! i| 

i I 

' 200000i II 

: ■ r I 

)nme-_> 2.50 ' 3.00 ^ 3.86 ' 4.00 4.5T ibo 5.50 ' ‘ aoT' 6.30 ' 7.00' ' 7. b o 8.66 8.bo 9.00 ' 9.50 


Ret. Time Area Area % Ratio % 


6.010 1912991 100.00 100.00 


756160.D Fri May 13 09:28:35 2011 Page 1 


Folk DIG PRR 048376 











Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q4-2010\SYSTEM7\11_19_10\756160.D 

Operator : KAC 

Date Acquired ; 19 Nov 201 0 21:13 

Sample Name : 

Submitted by : ASD 
Vial Number : 60 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 6.01 C:\DATABASE\PMW_T0X2.L 

Oxycodone 000076-42-6 91 



Folk_OIG PRR 048377 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756161.D 

KAC 

19 Nov 2010 21:25 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756161.D Fri May 13 09:28:38 2011 


Page 1 


Folk_OIG_PRR_048378 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth; 
Integrator : 


Data File; 

F:\Q4-2010\SYSTEM7\11_19_10\756162.D 

KAC 

19 Nov 2010 21:38 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance TfC: 75B162!D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756162.D Fri May 13 09:28:40 2011 


Page 1 


Folk OIG PRR 048379 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756163.D 

KAC 

19 Nov 2010 21:51 


ASD 

63 

DRUGS 

RTE 




TIUi-75BT63.D 
,00 


I 400000^ 

[ i 

; 3000001 

I I 

' ! 

I 

■ 200000I 

■ 100000 : 


iTime--> 2.00 2.50 

rbo ' 3.50' 4.00' 4.bb 5.bb 

"^.50 

' 6.bo 

' 6.50 ’ 7.00 7,50 '' 8.00 ' 8.50 ’ 9.00 9.bo ' i 


Ret. Time 

Area 

Area 

% 

Ratio % 

6.004 

766010 

100. 

00 

100.00 


756163.D Fri May 13 09:28:43 2011 


Page 1 


Folk DIG PRR 048380 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756163.D 

KAC 

19 Nov 201 0 21:51 

ASD 

63 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.00 

C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 

000076-42-6 

000000-00-0 

93 

12 


Abundance 


"Averap of 3WW6U26WnT: 7561 63 :d^ 


31S 


80i 


60 


44 

i , 

40| l| 


70 


115 


140 

! 


201 


20i 

i 

11 

5e 

) i 

84 98 , : ■'2® 




1 j 

j i 

M 1 i i ! 'i il- 

i. 159 

0 

i.L- 


1 •! 1 J..''' - ''.Ml 



187 


175 


230 


215 ! 258 

244 


272282 


Wz-> 40 60 _ 60 100 

jAbuHdance 

; i 

i 80 i 

i 60 


W83T Oxycodone 


PW3- 


300 H 

L J-:, 

300 320 

315 


341 365 
340 t 


40 i 


70 


230 


20 

i 

j ! 




140 

j 

185 

201 

i 

i 

, i 

217 

j p 

244 

258 

i 

281 

1 

300 ij; 

0 

m/z-> 

40 

6b 


iOO l20 14^ 160 

1^0 

200 

220 

240 

260 

' 280 

3(io 320 340 


756163.D Fri May 13 09:28:44 2011 


Page 2 


Folk_OIG_PRR_048381 

























Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756164.D 

KAC 

19 Nov 2010 22:03 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756164.D 


Fri May 13 09:28:46 2011 


Page 1 


Folk_OIG_PRR_048382 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756165.D 

KAC 

19 Nov 2010 22:16 

BLANK 
ASD 
2 

DRUGS 

RTF 



jrime"> ioo ' ' is O 3 .00 ' ' 4 .b 6 4.50 ' 5.00 5.5 0 6.00 6.50 ’ 7.00 7^ ’ 8.bo ' 8.5o 9.bq ' 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756165.D Fri May 13 09:28:49 2011 Page 1 


Folk OIG PRR 048383 















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\ll_19_10\756166.D 

Operator : KAC 

Date Acquired : 19 Nov 2010 22:29 

Sample Name : 

Submitted by : ASD 
Vial Number : 66 

AcquisitionMeth: DRUGS 
Integrator : RTE 


^Abundance .TICTTSMBBU 

I 6(01 

i 

800000 I 

; IF 

600000 i 

I 

400000) ; 

2OOOO0I II 

2.^0 3.00) 3,|o 4,66 jio ) 5.60' 5.60 ’ 7^ 7.60"" a aso^) 9,06 9,60 


Ret, Time 

Area 

Area % 

Ratio % 

6.010 

1581091 

100.00 

100.00 


756166,D Fri May 13 09:28:52 2011 Page 1 


Folk OIG PRR 048384 













Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756166.D 

KAC 

19 Nov 2010 22:29 


ASD 

66 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 6.01 C:\DATABASE\PMW_TOX2.L 

Oxycodone 000076-42-6 91 

Endogenous biomolecule AC 000000-00-0 12 



jAbundance 




#583: Oxycodone 



P1^7^ 



3^5 

1 

80 











! 

’ 60 











40^ 


70 

1 



230 



! 

: 20 




140 

201 



258 



0 




185 

! ; 

! ih 

i ii'i 

200 

217 

244 

1 

...1, , . 

281 

300 

4b ’ 

1 eb ' 

lo 

00: 

100 ""l20 140 '^1^0 180 

220 

240 

260 

280 

300 320 340 


756166.D 


Fri May 13 09:28:52 2011 


Page 2 


Folk_OIG_PRR_048385 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SySTEM7\ll_19_10\756167.D 

KAC 

19 Nov 2010 22:41 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundant .TfC:756T67:D- 



2.b0 '^6 ' ioO L 4.fa0 ' 4.66 5.06 _ 5.50 ^ 7,00 7.bo 8.00 8.50 9,00 a50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756167.D 


Fri May 13 09:28:55 2011 


Page 1 


Folk OIG PRR 048386 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11__19_10\756168 .D 
KAC 

19 Nov 2010 22:54 

BLANK 
ASD 
2 

DRUGS 

RTE 


SFunoTarice .. "" TIC: 756168:0' 



N'itne--> 2.bo ibo 3.bo 3.50 4.bo 4.50 5.00' 5.50 6.00 6.50 7,00 7.50 . 8.00 ’ S.OO 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756168.D Fri May 13 09:28:58 2011 Page 1 


Folk_OIG_PRR_048387 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756169.D 

KAC 

19 Nov 2010 23:06 


ASD 

69 

DRUGS 

RTE 


'Abundance 


; 500000! 

I 400000; 
j 300000i 

, i 

I 200000i 
I 100000 ^ 


TrCT756169:D' 

6100 


{Time- 

-> ibo 2.50 

3.00 ' 3.50 4.00 ' ' 4.^6 ' 5.00 5.50 

‘ 6.00 ' 

6.50 '^.06 7.50 8.00 ' 8.50 ' 9.00 ' 9.50 ' 

Ret 

. Time 

Area Area 

% 

Ratio % 

6. 

004 

854779 100. 

00 

100.00 


756169.D Fri May 13 09:29:01 2011 


Page 1 


Folk OIG PRR 048388 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756169.D 

Operator : KAC 

Date Acauired : 19 Nov 2010 23:06 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

69 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.00 C: \DATABASE\PMW__TOX2 . L 
Oxycodone 

Endogenous biomolecule AC 
Cyproheptadine-M (nor-) AC 


000076-42-6 95 
000000-00-0 27 
000000-00-0 4 


ISbundance 


Averag^f 5:9Bri5^:i47 mim: TSBIBSBY-) 




140 201 

j 187 

i 159 175 I ' 


244 I; 272 286 

^ ’ J ; i-'"-vTVrHr-T"' ; ! ^ 


! I'i'i ■ I : ’I . ■ ' i i ' 1 1 7 ' i i i' t J 't' -i M' i rrr i w n' i | rr'i'!'- i rrr-rrr-rr-'t-r ; : . ; ; j- •-i rr-rt^T n i ^ r-rr rvrr 

m/Z"> 40 50 60 70 80 90 100 110 120 l30 140 150 160 170 l80 190 200 210 220 230 240 250 260 270 20O 2^0 300 310 


Abundance 


¥583: 'Oxycodone 




185 I 


m/z-> ’ 4'6 50 e'o 7b so g'o i6o iio 120130 i 4 o 150 160 i7o 160190 200 210 220 230 240 250 260 270 2 ao 260 310 


756169.D 


Fri May 13 09:29:01 2011 


Page 2 


Folk DIG PRR 048389 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\11_19__10\756170 .D 
PCAC 

19 Nov 2010 23:19 

BLANK 
ASD 
2 

DRUGS 

RTF 


WuiTdan^ - U-IC:75&1W 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756170.D Fri May 13 09:29:04 2011 Page 1 


Folk_OIG_PRR_048390 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756171.D 

KAC 

19 Nov 2010 23:32 

BLANK 
ASD 
2 

DRUGS 

RTF 


AbumJance.. .. TfO: 756Tri .D- 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756171.D Fri May 13 09:29:06 2011 


Page 1 


Folk OIG PRR 048391 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756172.D 

KAC 

19NOV2010 23:44 

ASD 

72 

DRUGS 

RTE 


5S®undance . T1C'75BT72:D 

1000000; 

800000! 

I ‘ 

I : 

: 600000] 

■ 400000i ii 

I I i| 

: 200000] || 


[Time*-> 2.bo 2,50 

3.00 3.^0 4.00 5.00 

5.50 

.. 

6.50 7.b0 7.50 8.00 8,50 9.00 9.50 ^ 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.010 

1657947 

100 . 

00 

100.00 


756172,D 


Fri May 13 09:29:09 2011 


Page 1 


Folk_OIG_PRR_048392 









Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756172.D 

KAC 

19 Nov 2010 23:44 


ASD 

72 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

90 



C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 

90 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

6.01 

C:\DATABASE\NIST98.L 





Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 



Oxycodone 

000076-42-6 

99 

Abundance 


Average of 5.967 16 6.f42 mih.: 756172.0 (-) 

315 



80^ 


60^ 


40, 


20 : 


h/z-> 




44 


70 


; 55 


230 


115 


84 


98 


140 

128 i 


159 


201 
187 ! 

175 i! I 214 


i ( 


20 40 60 80 100 


120 140 . 160 160 




Abundance 


#100W3': Oxycodone 


258 I 

244 : 272 288 

2^0 ^' 240 260 ' 280 300 320 340 

315 


355 : 


8O; 




401 


230 


20i 


il5 28 

Oi.. ii 


42 

I 55 


115 


201 


! 140 ^07 258 

i on ' 128 i 175 ^ i 215 

i 84 ■' : 159 , U| 244 070 

u, ;V : /■ J h.. .^ 286 ^ 

20 4b ' eb' 120 ’ Uo 160' 180 ^6 ^ 220 240 260 abo 300 320 340 


300 


756172 .D 


Fri May 13 09:29:11 2011 


Page 2 


Folk OIG PRR 048393 

































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756173.D 
KAC 

19 Nov 2010 23:57 

BLANK 
ASD 
2 

DRUGS 

RTE 


^bundalni^ - TICITBMTXI)- 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756173.D Fri May 13 09:29:13 2011 Page 1 


Folk_OIG_PRR_048394 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756174.D 
KAC 

20 Nov 2010 00:09 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundance’ TfCT 756174.0 



h'ime--> ° 2.d6^ 2io ibo ' 3.50 4.bo' 4.^6 ' 5.00 S . fe O 6.00 6.50 ’ 7^6 7.50 8^00 



8,50 9.b0 ’ 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756174.D Fri May 13 09:29:16 2011 


Page 1 


Folk_OIG_PRR 048395 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\11__19_10\756175 .D 
KAC 

20 Nov 2010 00 : 22 


ASD 
75 

DRUGS 

RTE 


j^undance 
! 800000; 

I 600000 i 

; 1 

I 400000i 
; 2000001 


TrcTT5B'175:D 

6101 


li 


T(nne-> ZOO ' 2.fe0 3.00 

3,50 ’ 4.b0 4.50 5.00 

5.50 6.00 ' 

6 .feo 7 .bo 7.50 8.bo 8.50 9.bo 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.010 

1324127 

100.00 

100.00 


756175.D 


Fri May 13 09:29:19 2011 


Page 1 


Folk OIG PRR 048396 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756175.D 

KAC 

20 Nov 2010 00:22 


ASD 

75 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

; 90 
; 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.01 

C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 

000076-42-6 

000000-00-0 

95 

4 


ISbuhdance 


Average of 5.96716 6! 147 minr^T5M75.0 (-) ' 


315 


80 i 


601 


40 


20 


42 


55 


70 


I ji ui! ii ! ; r i.ii ii, ihi:i 5 o.:| hii ir. lii 'ii 2^2 286 . 

0^ : ■: ^#4Wtfl'4TT rT ...Y-:-r: .-r, 1 I ; : . N , , ■ 

40 50 60 70 80 9*0 IOO 1 1 O 1^0 130 140 150 160 170 180 1^0 200 210 220 230 240 250 260 270 2^0 290 300 310 


115 


84 


98 


140 

128 i 


201 


159 

ISQ.v.: .ji;:, 


187 
175 ■■ 


230 


215 


258 

244 272 


300 


Abundance 


80 i 


60 i 


"#583rOxycodone 


PT573r 


316 


40’ 


20 ; 


70 


140 


230 


201 


185 


217 


258 


244 


281 


300 ! 4 


'm/z-> ° 40 5'0 e'o ' 70 80 9b ' l6o lio lib 130 140 150 lib 170 180 190 200 210 220 230 2<io 250 260 270 2b0 290 sbo 310 


756175.D Fri May 13 09:29:20 2011 


Page 2 


Folk OIG PRR 048397 




























Area Percent / Library Search Report 


Information from Data File: 

File Name ; F:\Q4-2010\SYSTEM7\11_19_10\756176.D 

Operator : KAC 

Date Acquired : 20 Nov 2010 00:35 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMet h: DRUGS 

Integrator : RTE 


Abundance TIC; 766176‘.D 



rrime--> 2j}0 2^6' 3.00' "3.5 0 4.00 ’ ' iSO ^5.00 5 .50 6.00 6.OT 7.bo 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


756176.D Fri May 13 09:29:23 2011 Page 1 


Folk OIG PRR 048398 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756177.D 

Operator : KAC 

Date Acquired ; 20 Nov 2010 00:47 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


^bundanoe Trcr756177;D- 



jrime--> ZOO ‘ 2,fe0 3.0^ 3.50 4.00 4.50' 5.bo' _ 5.50 6.00 6.50 ’ 7,00 7.bo 8.00 8.50 9.bo 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


756177.D Fri May 13 09:29:25 2011 Page 1 


Folk DIG PRR 048399 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756178.D 

Operator : KAC 

Date Acquired : 20 Nov 20 10 1:00 

Sample Name : 

Submitted by : ASD 

Vial Number : 78 

AcquisitionMeth: DRUGS 
Integrator : RTE 

jSBundance 
! 1200000 ; 

! 1000000j 

^ 800000I 

j 600000j 

I 400000! 

I 

i 200000I 


b!re-:>,. °‘ibo ' ' i50 ' 3.bp ' 

3.50 ~7.0p ' 4.50 ' ’ 5.56 

' ' 5.5o ' 

T-7 V-^-r 

6.(30 

„'6:5o 7.00 ' ^:S6 aoo ' ' 4^.0,,, ' 9 . 66 ,' 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.015 

2237825 

100 . 

00 

100.00 


TrC:7^^f7S:D 

6 j 01 


756178.D Fri May 13 09:29:28 2011 


Page 1 


Folk_OIG_PRR_048400 





Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756178.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 78 

AcquisitionMeth: DRUGS 
Integrator : RTE 


0 Nov 2010 



1:00 


ASD 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.01 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


Average'df 5:967 fo 6:f84 min7564 78IT (-) 


315 


80 i 


60 i 


40; 


201 


70 


44 


n 

H 55 


115 

; 140 


i 84 98 

.. ,!l. U hUt 

0':-- 


\ 128 


230 


201 I 
187 i 

159 214 I 


258 


'1 244 I 272 

..A... " ,286 ,„,i; 


Wi/Z”> 20 40 60 8b jio ' "^220 ^ 240 

Abundance ^00906:'Oxy^lione 

: 8o; 


355: 


280 300 320 340 

315 


60; 
401 

20 i 

M 


230 


42 

70 


115 




201 





i 



140 


187 


215 


258 



28 ji 

66 I , 84 

98 

1 128 


159 

175 

1.: ! di 


: 244 

-i 

272 286 

300 : 

. .I;!;., .... ■,'df. . 



-j.- 1 ■. .. 


;yV’- V - 


, 1 ' 

L-. 



.. L ...di-... ...,.. ...... 

40 

do 80 

100 

120 

140 

160 

ibo 

200 

220 

240 

‘ 260 

280 

300 320 340 


756178.D 


Fri May 13 09:29:30 2011 


Page 2 


Fo(k_OIG_PRR_04840i 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756179.D 

KAC 

20 Nov 2010 1:12 

BLANK 
ASD 
2 

DRUGS 

RTF 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756179.D Fri May 13 09:29:33 2011 


Page 1 


Folk_OIG_PRR_048402 






Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11 19_10\756180.D 
KAC 

20 Nov 2010 1:25 

BLANK 
ASD 
2 

DRUGS 

RTE 


Abundan^^ ..... ' ' TrCT 7561 S 0 X)' 



iTime-> ^ ibo 2.60 3.bo 3.60 4.b^ ' 4.60 S.bo 5.50 6.00 6.6o foo 7.50 jB.bq ' 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756180.D Fri May 13 09:29:36 2011 Page 1 


Folk_OIG_PRR_048403 









Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q4-2010\SYSTEM7\11_19__10\756181 .D 
KAC 

20 Nov 2010 1:38 

ASD 

81 

DRUGS 

RTE 


lAbundance 
■ 1000000 : 


■TfC:756T8T:D‘ 

6101 


; 800000 i j 

I 6000001 i 

I 400000 ; ; 

i ' -i 

; I i; 

; i ;i 

I 2000001 

i ; M 

inme-> °^zoo "2.50 '3,06 3.50 ^Too^^Tio^ tJo^^ 'omo^g^o 


Ret. Time 

Area 

Area % 

Ratio % 


6.010 

1757843 

100.00 

100.00 



756181.D 


Fri May 13 09:29:38 2011 


Page 1 


Folk_OIG_PRR_048404 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11__19__10\756181.D 

Operator : KAC 

Date Acauired : 20 Nov 2010 1:38 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

81 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


1 6.01 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 94 

000000-00-0 4 


ISBundance 


fd-6:iWmm.:756T^ 


20i : i 55 




161 ■'^5 ij: 


244 272 286 


Wz-> 4b ' 60 80 l6o 120 ’ 140 l 60 180 20O 220 240 260 280 300 320 340 


'Abundance 


#5831 Oxycodone 


i 01,-, . 

m/z-> 40 


6 'o ab ibo' ’ 120 140 i 6 b ieb ’ 260 220 ' 240 260 ' 260 300 320 346 


756181,D 


Fri May 13 09:29:39 2011 


Page 2 


Folk DIG PRR 048405 

























Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth; 
Integrator : 


Data File: 

F: \Q4-2010\SYSTEM7\11_19__10\756182 .D 
KAC 

20 Nov 2010 1:50 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756182.D Fri May 13 09:29:41 2011 


Page l 


Folk OIG PRR 048406 










Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

F;\Q4-2010\SYSTEM7\11_19_10\756183.D 
KAC 

20 Nov 2010 2:03 

BLANK 
ASD 
2 

DRUGS 

RTE 


jaSunaance “ .. TIC: 766fS3:o- 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756183.D Fri May 13 09:29:44 2011 


Page 1 


Folk OIG PRR 048407 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2 010\SYSTEM7\11_19__10\7 5 6184 .D 
KAC 

20 Nov 2010 2:15 


ASD 

84 

DRUGS 

RTE 


jftbun'dance 

i 800000) 
I 600000j 

i 400000) 

200000! 


TICr75618?r!J 
01 




fTime-> 2.00 2.b ' ibo 3.50 

4 .bo 4.50 's.bo 

‘' 5.60 6.bb 

’ 6.50 ' ' 7.06 * 7.50 ' 8.00 ' 8.50 ’ 9.00 g.bo ' 1 

Ret. Time 

Area 

Area % 

Ratio % 

6.009 

1523909 

100.00 

100.00 


756184.D Fri May 13 09:29:46 2011 


Page 1 


Folk DIG PRR 048408 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756184.D 

KAC 

20 Nov 2010 2:15 



Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


6.01 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000 - 00-0 22 


'Abundance 


aoi 
601 

40 i 42 

; I : 

■ 5; 

! ; ; 

20i i' 


55 

1 : 


70 


■ AwagFdf^yOBrtd^-; 1 Wnm.: '756164. D1-) 


230 


115 


140 


201 


84 


98 


128 


187 


. u:: i , ! ; 


il i Ji 


162, 


161 


175 


215 


258 


315 


m/ 2 --> 40 50 60 70 

'Abundance .. 

80i 


... ,| llj jil 244 L 272281 300 

0 80 90 100 110 1^0 li0J40 150 160 1^180 190 200 

WSjrO^YCo^bne .P457ar. 


310 


315 : 




601 


401 


20^ 


hi/z-> 


O' 


70 

i 


140 


230 


201 


258 


185 


217 

: 4 


244 


281 


300 


40 50 60 70 80 90 l6o 110 120 lio ’l40 150 160 170 1^0 190 200 210 220 230 240 250 260 2^0 280 290 oOo 310 


756184 .D 


Fri May 13 09:29:48 2011 


Page 2 


Folk_OIG_^PRR_048409 









































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q4-20I0\SYSTEM7\11_I9_10\756185.D 

KAC 

20 Nov 2010 2:28 

BLANK 
ASD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756185.D 


1 


Folk_OIG_PRR 048410 


Fri May 13 09:29:51 2011 


Page 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F: \Q4-2 010\SYSTEM7\11_19__10\756186 .D 
KAC 

20 Nov 2010 2:41 

BLANK 

2 

DRUGS 

RTF 


Abundance .I rC: T'SB'IBB'.'D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756186.D Fri May 13 09:29:54 2011 Page 1 


Folk OIG PRR 048411 



















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756187.D 

Operator : KAC 

Date Acquired : 20 Nov 2010 2:53 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 12 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 
' 300000 

250000j 

: 200000 ! 

I 1500001 3 

i 100000; 

i i 

5oooo| i; 

[rime-> ° ZOO ifeo ' 3.(30 ' 3 ,b 6 ^ ibo " 4 50 ' 6.00 eio jho 7.^6'' s.bo 8.i6 ' abo 9.56 ’ 


Ret. Time Area Area % Ratio % 


5.999 478186 100.00 100.00 


Trcr:751JT87:0 

6100 


Folk OIG PRR_048412 


756187.D 


Fri May 13 09:29:56 2011 


Page 1 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756187.D 

Operator : KAC 

Date Acquired : 20 Nov 2010 2:53 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 12 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT Library/ID CAS# Qual 


1 6.00 C:\DATABASE\PMW_TOX2.L 

Oxycodone 000076-42-6 90 

Endogenous biomolecule AC 000000-00-0 9 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 




















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by ; 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756188.D 

KAC 

20 Nov 2010 3:06 

BLANK 

2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756188.D 


Fri May 13 09:30:00 2011 


Page 1 


Folk OIG_PRR_048414 




















Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F; \Q4-2010\SySTEM7\ll 
KAC 

20 Nov 2010 3:19 

BLANK 

2 

TFMPP 

RTE 


19 10\756189.D 


Abundance " ~ Trc: VSKISgu 

i I 

, 150001 ■ 

‘ lOOOOij 

} jl 

i h ^ 

‘ 5000^ '' i 

! i V : 

iTime:-> 2 .b6_3.00 4.bb_^0 6^0 7.^0 M0_JI,bb 10^00 D i2j00 is'oo 14^00 ISiOO 16 !m 17.00 1800 i 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756189.D Fri May 13 09:30:03 2011 Page 1 


Folk OIG_PRR_048415 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756190.D 

KAC 

20 Nov 2010 3:40 

3,4 MDMA STD 

90 

TFMPP 

RTE 


Abundance 
i 1200000: 
I looooooi 
i 800000i 

I ■: 

: 600000 i 

I 

* 400000: 

j 200000 


08 


TIC;756T90.iy 


h’ime-> ' 2.00 3.00 ' 4.56 

5 . 00 ' 6.bo' 7 . 00 " ‘ 8 , 00 ' 

abb 10:00 

11:00 'i 2 !oO 'i3'00' 'i4:C)0 'i5;oo‘ ' 1&.00 17 : 00 ’ 18:00 ; 

Ret. Time 

Area 

Area % 

Ratio % 

8.084 

2402456 

100.00 

100.00 


756190.D Fri May 13 09:30:06 2011 Page 1 

Folk OIG_PRR_048416 
















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\756190.D 

Operator : KAC 

Date Acquired : 20 Nov 2010 3:40 

Sample Name : 3,4 MDMA STD 

Submitted by 

Vial Number ; 90 

AcquisitionMeth; TFMPP 

Integrator : RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2,L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 8.08 C:\DATABASE\NIST98.L 

1.3- Benzodioxole“5-ethanamine, N,.a 042542-10-9 83 

1 .3- Benzodioxole-5-ethanamine, N,.a 042542-10-9 83 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 78 


Kbondarice .. .. AveragB oI"8'.OT5“lo'8,T88' mm.; TSB'I SCTD (-) 

I 5p 

I ^ i 

j 60| i 

: ^ i 

i I I 

I 60| i 

i ! i 

I i 

’ 40? ; 


I 20i 

! 30 42 

m/z-> lo' 2b' '' 'sb' ' JcT 5 ^' eb to ' 'sb''' bo ' i 6 o*""1 10 ’ibo ' 130 'i 46 isb ibo 'ltd 180 ibo 


•Abundance l^18W8y 173^'enzodlo)^e-5-^anarfi!ne.l^.ai^a,-dim^b . 

; , 58 

j 80? ( 

: i 

I I i 

! 60 | i 

; j 

! 40\ } 

I 20] I 

^ ^ 30 51 i 

j pi 15 ji J.i..'1?^ , .. I; 147 162 V8 igi 

W-> ib’ 20 do’ ' 40 ' 'sb''' 'eb ’ /b '' sb 'sb"^ '166 110 120'' 130 ’ Uo ibo 160' ito ’ lao' ido 


756190.D Pri May 13 09:30:09 2011 Page 2 


Folk OIG_PRR_048417 






















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756191.D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 4:02 

Sample Name 
Submitted by 

BLANK 

Vial Number 

2 

AcquisitionMeth 

TFMPP ■ 

Integrator 

RTE 

lAbundance 

. . T\u:7mim:n ... 

I 140001 


12000i 

; ] 

i 

1 lOOOOn 


1 

i 8000 ;i 

i 6000-1 

i : 

i 40O0i 1, 

i I : 

i )' .'i ■ 

j 2000 j 

1 Oi , - : ; 

!Tlme-> 2.00 3.00 4.00 

^ 5.00 6.bo 7.00 8.00 9.6o 10.00 11.00 la.’oo ia'oo i4.'oo 1500 leho irho i8;oo ; 

Ret. Time 

Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756191.D Fri May 13 09:30:12 2011 


Page 1 


Folk OIG_PRR_048418 

















Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SySTEM7\lI_19_10\756192.D 

KAC 

20 Nov 2010 4:23 

BLANK 
ASD 
2 

TFMPP 

RTE 


Abundance 

20000 

j ! 


I 15000! 

I 

0 

0 

0 

0 

I 

i 5000i 

I ! 

j j 

i 

\ 

V 

I 0 

!Time“> 

2.60 


“TrC: 75BT92,D' 


j 

irime-> '' 2.60 T.bo 4.oF~'i66 ^abo 7.66^ 8.bo’ iiio' Vo.m' '11 loo 'iSoo iioo i4.‘oo Vsloo iaw 17.00 laoo i 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756192.D 


Fri May 13 09:30:14 2011 


Page 1 


Folk OIG_PRR_048419 


















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11__19_10\756193 .D 
KAC 

20 Nov 2010 4:44 


ASD 

93 

TFMPP 

RTE 


: j 

; 3000000I 

I I 

! 2000000 ] 

I i 

I 10000001 

jTi^-> zbo 3.00 Xbo s Too 6.bo 7.0O 8.00 9.00 io:oQ Vtoo' izQoni^ool^.oo' i5!oo' io^oo' izbo 1 ;^ 


Ret. Time 

Area 

Area % 

Ratio % 

8.144 

14978513 

100.00 

100.00 



756193.D Fri May 13 09:30:17 2011 


Page 1 


Folk OIG PRR 048420 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2010\SYSTEM7\11_19_10\756193.D 
KAC 

20 Nov 2010 4:44 


ASD 
93 

TPMPP 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 8.14 C:\DATABASE\NIST98.L 

1.3- Benzodioxole-^-ethanamine, N,.a 042542-10-9 91 

1.3- Benzodioxole-5-ethanamine, N,.a 042542-10-9 78 

1 ,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 78 


Abundance 7^^7erage^'8TI}241o'8T?86lTiin.: 75^19370'(*) 

- 

f i * 

; 80j I 

60! 


40 


20 i 


hi/z-'> 


Oi. . 


30 

30 


42 

’4b’ 


51 i 
5 b 60 


77 


65 71 

S-- ■ f-T-l 

70 


i. ,85 .91 

'sb' ’ ’ 'Ob' 


98 D4 121 129 

' ibb ' 110 120 ibo 


135 


144 150 

Ub ' ibb 


1&4 177 

ibb~" 1^0 ibb 


mo 

Tbo 


Abundance 


80! 


58 


l^ vnQQW. 1,15^Behzddrox^-5-etha nanTn N/.afpha! -duriellT^^ 


601 


401 


20 ! 


42 


77 


135 


178 




,1; J'^ !i,._ ^ 96 103 115121 149 162 

30 40 50 eb /o W 90 ibb 110 120 130 140 150 160 ' 170 180 190 


193 


756193.D 


Fri May 13 09:30:18 2011 


Page 2 



































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756194.D 

KAC 

20 Nov 2010 5:06 

BLANK 
ASD 
2 

TFMPP 

RTE 


Abundance .. TICITSSTSCD'. j 

250001 j 

20000i ! 

! 15000n i 

\ ■{ : 

lOOOOii ^ 

In i 

! : I ' ■ 

5000j \ I 

!rime-;> ^ 2 . 66 ^ 5.00 _ 6.00 7.00 8.^ 9.00 loioo Tloo 12100 13. 0 0 14.00 is'oo isloo irOO 18 !oO j 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756194.D 


Fri May 13 09:30:22 2011 


Page 1 


Folk OIG_PRR_048422 












Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\1X_19_10\756195.D 

KAC 

20 Nov 2010 5:27 

BLANK 
ASD 
2 

TFMPP 

RTE 


Abundance 

) I 

j 14000 

I 12000; 

! 10000 
i 8000 

; 60001 


TIC: rSB'igKD' 


4000I \ 


V, 






Oi 


iritne-> 2.00 3,b0 4.00 5.00 6.00 7.00 8.00 9.00 10.00 il.OO 12^00 13^00 14.00 isloo isloo irtO isioo 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756195,D Fri May 13 09:30:25 2011 Page 1 

Folk OIG_PRR_048423 
















Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q4-2 010\SYSTEM7\11__19__ 10\756196 .D 
KAC 

5:48 

ASD 

96 

TFMPP 

RTE 


Abundance 

i 1500000! 


09 


■■T!CT756W6;U 


lOOOOOOi 


i 

600000 


[rime-> 2,00 ioo’ 4.00 

5.66' kbo' 'i.bo ibo' 

'io:oo' 

Vi.'o'o \’ 2 . 6 o 'is.'oo ' 14 : 00 ' Vslo'o' 'le.'o'o' ' 17 . 00 ' 'is.'o'o’ ; 

Ret. Time 

Area 

Area % 

Ratio % 

8.095 

3975445 

100.00 

100.00 


756196.D 


Fri May 13 09:30:30 2011 


Page 1 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756196.D 

KAC 

20 Nov 2010 5:48 


ASD 

96 

TFMPP 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 8.09 C:\DATABASE\NIST98.L 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 83 
1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 78 
Benzenemethanol, ,alpha[1 -(methyl 000090-81-3 72 


Abundance Average^8.0?4 toB.231 "min': 756196^^ 

' I 56 

i I ! 

80i i 

i i i 

i eoi i 

j i ; 

I 1 i 

i 4oj i 


20 ( 


'rn/z-> 


O^v 


30 

30 


51 


42 

4b' sb 


i 77 

L 65 71 i 


60 70 


80 


135 

^91 _98 ii- . 

9b ”^100 '110 ""120 ibo Ub^' iSi 1S6 Vib 180 i 9 o 


Abundance 

i i 

: i 




lfT1^66r473<‘Fe'n^iO)^e-6-eth¥h f^T-ai^T-'dlnieWy i - 


80 i 


601 


40 


20 * 


Ob.: 


)in/z-> 


51 


42 

-■T-:- ' .:■ 

30 40 50 


h.^5 

eb'”' ’ 7 b 


77 


80 


89 

, t. 


105 11 a 


135 


147 


162 


176 


192 


lOO 110 120 130 ' Uo li0 160 170 180 190 


j 


756196.D Fri May 13 09:30:32 2011 


Page 2 


Folk OIG_PRR_048425 























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\756197.D 

KAC 

20 Nov 2010 6:10 

BLANK 
ASD 
2 

TFMPP 

RTE 



7rfC:T56T97Tr 


50001 \ 






: UL^ -,.T ,.vr: : . , ■ v..,. r-j^r-r vt .j . .r- ■ - • ,...,™_.,., , , ,__ , . . , . , ...,. 

Iime-> .2.00 3.00 4.00 5.00 6.00 7,00 8.00 9.00 10^00 11.00 12:00 13.00 14.00 ISiOO 16;00 17^00 18.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756197.D Fri May 13 09:30:34 2011 


Page 1 


Folk OIG PRR 048426 










Area Percent / Library Search Report 


Information from Data File; 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\756198.D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 6:31 

Sample Name 

BLANK 

Submitted by 

ASD 

Vial Number 

2 

AcquisitionMeth 

TFMPP 

Integx'ator 

RTE 


Abundance 


TfC: rS^-gBXT : 

j 

1 20000 



1 15000 

! 

I 

j 

i 

10000 

i 

! 

f 

5000 

V 

V 

i 

I 

0^ 



2.00 _3,i)0 4.6o 

5.0^ abo 7.bo abo o.bo io!ob ito'o ibloo loioo la'oo isloo leioo iVioo is.'oo ■ 

Ret. Time 

Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756198.D Fri May 13 09:30:37 2011 Page 1 


Folk OIG PRR 048427 



















Area Percent / Libi'ary Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756199.D 

KAC 

20 Nov 2010 6:53 


99 

TFMPP 

RTE 


jAburidance 

! 3000000j 
: 2500000^ 

; 2000000j 

; 1500000! 

\ i 

; 1000000 
! 

I 500000: 

I 

rrime-> 2.00 


TfU:766T90.D“ 

8113 


^Xbo 4.6o"~^5.d6' 6.00 


ii 

ij 


ii 

ii 

Aoo abo 9.56 ib!ob itoo 12:00 ib^oo i4!oo Vsloo i6!ob 17 'ob is.oo 


Ret. Time 

Area 

Area % 

Ratio % 

8.128 

10438792 

100.00 

100.00 


756199.D 


Fri May 13 09:30:40 2011 


Page 1 


Folk OIG PRR 048428 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM7\11_19_10\756199 .D 
KAC 

20 Nov 2010 6:53 


ASD 

99 

TFMPP 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 8.13 C:\DATABASE\NIST98.L 

1.3- Benzodioxole--5-ethanamine, N, .a 042542-10-9 91 

1.3- Benzodioxole-5-ethanamine, N,.a 042542-10-9 83 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 83 


Abundance Average drg.O'SO'16‘8.275 nffln.iltSIW.D'O) 

I ; ? 

i I 

i : \ 

! 60 ! { 

1 I 


20 ! 


1 

n 

30 

42 

51 


65 7-j 

77 

85 91 

98 ^65 .|.,5 122 

135 

129 r 

145 

159 


177 

191 



ab ‘ 

4b^ 

50 ’ ’ 




. 9b 

"" i(io 110 12^' 

iao J140 

150 

/l^O 

Vo 

i^o 

’ i ^O 

Abundance 





. wm-m: 1 

,3-Benzodr63^e-5^1hanamine 

N,.alpha,-dfmethyf- 






80 




1 












60 




1 












40 
















20 

1 




i 

i 












0^ 


42 

51 


65 71 

77 

69 

96 "lO? 115 121 

135 

i i 

149 

162 


178 

193 



ab ' 

'40 

5b " 

6b 

70 ’ 

eb 

, ...P 

160 lio 126 

130 140 

Tso 

160 

170 


J90 ‘ 


756199.D Fri May 13 09:30:41 2011 Page 2 

Folk OIG_PRR_048429 



































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\756100.D 

KAC 

20 Nov 2010 7:14 

BLANK 
ASD 
2 

TFMPP.M 
RTE 


Abundance TIC: 756100.D\data.ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS'^** 


756100,D Fri May 13 09:32:19 2011 Page 1 


Folk OIG PRR 048430 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


F; \Q4-2010\SYSTEM7\11_19__10\755763 .D 
KAC 

20 Nov 2010 7:35 

BLANK 
ASD 
2 

TFMPP , M 
RTE 


Abundance 


TIC: 7557e3,D\data*ms 



0 f-T-J-TT"!' : ]-l 


rjT-r-r-r-p 


J ' ' ^ i f ' ' < < I [ vr r-r | i i i ^ p rr rf r r-r-r-r . ^ i i | ^ i-rr-j-- 

T!me-^> 2.00 3.00 4.00 5.00 6.00 7.00 8,00 9.00 10.00 11.00 12.00 13.00 14.00 16.00 16.00,17.00 18.00 


Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


755763,D 


Fri May 13 09:32:36 2011 


Page 1 


Folk OIG PRR 048431 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\11_19__10\755764 .D 
KAC 

20 Nov 201 0 7:57 

ASD 

100 

TFMPP.M 

RTE 


Abundance 

3000000 

2000000 

1000000 


Time*-> 2.00 3,00 4.00 5.00 6.00 7.00 6.00 9.00 10.00 11.00 12.00 13.00 14.00 15,00 16.00 17.00 18.00 


Ret. Time 

Area 

Area % 

Ratio % 

8,122 

9225736 

100.00 

100.00 


TIC: 755764.D\dala.ms 
8.122 


755764.D 


Fri May 13 09:32:41 2011 


Page 1 


Folk OIG PRR 048432 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4“2 010\SYSTEM7\11__19_10\755764 .D 
KAC 

20 Nov 2010 7:57 


ASD 

100 

TFMPP.M 

RTF 


Search 

Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS# 

Qual 


8,12 C:\Database\NIST05a.L 

N"Methyl“3,4-methylenedioxyamphetam 042542-10-9 91 
N-Methyl"3,4-methylenedioxyamphetam 042542-10-9 91 
N-Acetyl“3,4-methylenedioxymethamph 181765-92-4 78 


Abundance 

80 
60 i 

40 

20 

0 

m/2-> 

Abundance 

80 

60 
40 j 

20i 

m/z-> 




Average of 8.030 to 8.335 min.: 755764.D\data.ms (-) 


30 


42 51 


77 

. .. 


91 98 105 116123 


135 


145 


160 


174 


193 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 




#51923: N-Melhyl-3.4-methylenedioxyamphetamine 


42 


51 


77 

65 I 

-tVrr-rT-TiH'i 


135 


T-|-7-T-i 

30 40 50 60 70 80 


147 


161 


178_191 


89 105 118 

-1-t■ ■ |'r''t-r-rpi-1 i ! p t I 'l i i ■ n■ v:-1 

90 100 110 120 130 140 150 160 170 180 190 


755764,D 


Fri May 13 09:32:43 2011 


Page 


Folk DIG PRR 048433 







Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired ; 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\755765.D 

KAC 

20 Nov 2010 8:18 

BLANK 
ASD 
2 

TFMPP.M 

RTE 


Abundance 

30000 


20000 


TIC: 755765.D\data,ms 


10000 


0 


V 




< f I r ’ 1 -y-. I r-- rj -i-r rT-[ t i y r'l < n-y-y-i i vj-n-rT-yi ■■n-ryr-r'r-i-T-r-r-r-r-p 


Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8,00 9.00 10.00 11.00 12.00 13.00 14.00 15.00 16.00 17.00 18.00 


Ret, Time 


Area Area 


Ratio % 


***NO INTEGRATED PEAKS*** 


755765,D 


Fri May 13 09:32:48 2011 


Page 


Folk OIG PRR 048434 





Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q4-2010\SYSTEM7\ll__19__10\755766.D 

Operator : KAC 

Date Acquired : 20 Nov 2010 8:39 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: TFMPP,M 
Integrator : RTE 


Abundance 

20000 


TIC; 755766.D\data.ms 


150001 

I 

10000 I 

Ql-T-- p F--i ri -pT T T 1 I t I r I p -;-i-T-:-r r-i v j'l ■ r' r '- p - TTi i i i i i j i i i | r-TT-ryn p i > p > i t m f i i [ -t-tt-v p-r 

Time-^> 2.00 3,00 4.00 6.00 6.00 7.00 8.00 9.00 lO^OO 1 TOO 12.00 13.00 14.00 16^00 16.00 17.00 18.00 


Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS^** 


755766.D Fri May 13 09:32:51 2011 Page 1 


Folk OIG PRR 048435 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\755767.D 

KAC 

20 Nov 2010 9:01 

3,4 MDMA STD 

90 

TFMPP.M 

RTE 


Abundance 

2000000 


1600000 

1000000 

500000 


TfC: 755767.D\data.ms 

8.f!l84 


U 1^1 1 1 I'T- t 1 1 > 1 1 [ 1 1 

Time-> 2.00 3.00 4.00 

•rT-]"r'T-1 1 j > 1 1 1 j M 1 1 f T 1 

6,00 6.00 7.00 8.00 

-r , p t J ^ ^ .,p ^ ^ t 1 1 1 1 I 'M 1 1 i \ 1 ' 

9.00 10.00 11.00 12.00 13.00 14.00 15.00 16^00 17.00 18.00 

Ret, Time 

Area 

Area % Ratio % 

8 . 084 

3711215 

100.00 100.00 


755767.D 


Fri May 13 09:32:55 2011 


Page 1 


Folk OIG PRR 048436 




Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q4-2010\SYSTEM7\11 19 

10\755767.D 


Operator 

KAC 



Date Acquired 

20 Nov 2010 9;01 



Sample Name 
Submitted by 

3,4 MDMA STD 



Vial Number 

90 



AcquisitionMe t h 

TFMPP.M 



Integrator 

RTE 



Search Libraries; C:\DatabaBe\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST05a.L 

Minimum 

Quality: 80 


C;\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# 

Qual 


8.08 C:\Database\NIST05a,L 

N-Methyl”3,4-methylenedioxyamphetam 042542-10-9 91 
N“Methyl"3,4-methylenedioxyamphetarn 042542-10-9 91 
N“Methyl-3,4-methylenedioxyamphetam 042542-10-9 83 


Abundance 


m/z--> 
Abundance 



Average of 8.019 to 8.248 min.: 755767.D\data.ms (>) 


176 


191 

-rr-i-r-r 


65 Y 88 98 105 116123 145 160 

j I I )’ > 1 ri-rj r i * r r yT ~ rT ~ r ~ p T~T~T~T | t i ‘l t | i i -y i'-j r i-i-r-p-r 

30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 

#61923: N-iVt0thyl*3,4“methylenediojfyamphetam!ne 


m/Z“> 


51 

1 65 

89 

105 118 

135 

I, 147 

161 

178 

191^ 

r -j 

60 

' C" ' f ' ' i ^ ^ 1 

60 70 80 

90 

TH 1 . ] - 1 . rp r 

100 110 120 

T-rj, r + T-j T-"-T-r. i i 

130 140 150 

160 

170 1^ 

190 


755767.D Fri May 13 09:32:56 2011 


Page 2 


Folk OIG PRR 048437 







Area Percent / Library Search Report 


Information from 
File Name ; 
Opei^ator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F; \Q4-2 010\SYSTEM7\11__19_10\755768 .D 
KAC 

20 Nov 2010 9:22 

BLANK 

2 

TFMPP.M 

RTE 


Abundance 

20000 

15000 


T!C: 766768,D\da{a.ms 


10000 




5000 




-r■■ I'-T-T-i-i I ( I 1 I I rvr r-|-]--r-T-r]-i 


T ’ . l-r-T-pr-T-T-"-, -r r r-r-TJ^-^r-p 


T I I I r-r-'v 1 


Time‘-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10,00 11.00 12.00 13.00 14.00 15.00 16.00 17.00 18,00 


Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS^*^ 


755768.D 


Fri May 13 09:33:00 2011 


Page 1 


Folk OIG PRR 048438 




Area Percent / Library Search Report 


Information from 
File Name ; 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number i 
AcquisitionMeth; 
Integrator : 


Data File: 

F: \Q4-2 010\SYSTEM7\11__19_10\755769.D 
KAC 

20 Nov 2010 9:44 

BLANK 

2 

THC.M 

RTE 


AbuncJance DC: 755769.D\da«a.ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


[ 


755769.D Fri May 13 09:33:04 2011 


Page 1 


Folk OIG PRR_048439 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\755770.D 

KAC 

20 Nov 2010 9:59 

'*‘9 THC STD 

86 

THC.M 

RTE 


Abundance 


1000000 


500000 


O^n—I—i—E—I—[—f^—I— I—\— r 

Time’-> 2.00 3.00 4.00 


TIC; 755770.O\dala.ms 

8.$25 


.t-n’- ">'-j ■« < f < f E t I I [ 1 

5.00 6.00 7.00 8.00 9.00 10.00 11.00 


Ret. Time 

Area 

Area % 

Ratio % 

8.525 

1537255 

100.00 

100,00 


755770.D 


Fri May 13 09:33:07 2011 


Page 1 


Folk OIG PRR 048440 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\755770.D 

KAC 

20 Nov 2010 9:59 

"9 THC STD 

86 

THC.M 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_T0X2.L 

Minimum Quality 
Minimum Quality 

; 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 8.52 C:\Database\NIST05a,L 

Dronabinol 
Dronabinol 
Dronabinol 


001972-08-3 99 
001972-08-3 99 
001972-08-3 97 


Abundance 


80 


Average of 8.488 to 8.673 min.: 765770.D\data.ms (-) 

2?1 


2$9 


314 


60 

40 

20 

OW 


41 


271 


243 


77, 


91 


258 


115 




147 


174 


193 


,217 


I j ] j I 1207", 


-- r - y ' A i — r~lij 

m/z-^> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 




285 


Abundance 


80 


#133557; Dronabinol 


231 


299 
I 314 


60! 


271 


40| 


I 41 


20 


oi-M 


55 67 81 Qc in7 ■>,« 217 

, ,, I |95 107 119 147 ifii I i 


243 


258 


,205 ,„! , 


285 


m/z-> 40 60 so 100 120 140 160 180 200 220 240 260 280 300 


755770.D 


Fri May 13 09:33:08 2011 


Page 2 


Folk OIG PRR 048441 




























Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\755771.D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 10:14 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

THC.M 

Integrator 

RTE 


Abundance TIC; 755771.D\data.ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


755771,D Fri May 13 09:33:16 2011 


Page 1 


Folk OIG_PRR_048442 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acqpired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4“2010\SYSTEM7\11_19_10\755772.D 
KAC 

20 Nov 2010 10:29 

BLANK 
ASD 
2 

THC,M 

RTF 


Abundance TIC; 755772.D\data.ms 



Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 11,00 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS* 


755772.D Fri May 13 09:33:19 2011 


Page 1 


Folk OIG_PRR_048443 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM7\11_19_10\755773 .D 
KAC 

20 Nov 2010 10:44 


ASD 

87 

THC.M 

RTE 


Afc)undance 

400000 

300000 


TiC; 755773.D\data.ms 


8.$20 


200000 

100000 


U-T^-r- 

T!me--> 2,00 

-!—;—^— 1 — r-'-f— 1 —j—r—'f—S—f *8 ?—i—r 

3,00 4.00 5.00 

' 1 ' ' ^ ' 1* 
6.00 7.00 

■T-T-T“i—r , , , 

8.00 9.00 

r 1 , < ^ 

10.00 

1100 

Ret. Time 

Area 

Area % 

Ratio % 



8.520 

8.774 

476447 

120578 

79.80 

20,20 

100.00 

25.31 




755773.D 


Fri May 13 09:33:23 2011 


Page 1 


Folk OIG PRR 048444 





Area Percent / Library Search Report 


Information from Data File; 

Pile Name ; F:\Q4-2 010\SYSTEM7\ll__19_10\755773.D 

Operator ; KAC 

Date Acquired : 20 Nov 2010 10:44 

Sample Name ; 

Submitted by : ASD 
Vial Number ; 87 

AcquisitionMeth: THC.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


1 8,52 C:\Database\NIST05a.L 


Dronabinol 

001972-08“3 

99 

Dronabinol 

001972“08-3 

99 

Dronabinol 

001972-08-3 

94 


CAS# Qual 


Abundance Average of 8.493 to 8,583 min.: 755773.D\dafa.ms (-} 



314 



40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


355 

340 


Abundance 


#133557: Ofonabino! 



755773,D Fri May 13 09:33:25 2011 


Page 2 


Folk_OIG PRR 048445 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4"2 010\SYSTEM7\11__19_10\755773 
KAC 

20 Nov 2010 10:44 


ASD 

87 

THC.M 

RTE 


Search Libraries: 


C:\Database\SLI,L 
C:\Database\NIST05a.L 
C:\Database\PMW T0X2,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


CAS# 


Qual 


2 8,77 C;\Database\NIST05a.L 


6H-Dibenzo[b,d]pyran“l“Ol, 

6, 

6,9-tr 

000521-35-7 

98 

6H-Dibenzo[b,d]pyran-l-ol, 

6, 

6,9-tr 

000521-35-7 

98 

6H"Dibenzo[b,d]pyran-l-ol, 

6, 

6,9-tr 

000521-35-7 

94 


Abundance 

80 

60 

40 


Average of 8.742 lo 8.864 min.: 755773.D\data.ms {-) 

2$5 




20 


238 


43 


65 


77 


r 

40 


60 


80 


9,® 10 8, j , 




^T- 


139 


152''®® 178 195 209 223 


251 

j. 


267 281 


100 120 140 160 180 200 220 240 260 280 


310 

I 341 355 

T-r-|-r--r-r-T-y-r-r-T-. 

300 320 340 


Abundance 

80 

60! 

40 


#131134; 6H-DibenEOtb,d]pyran-1-ol, 6,6,9’tfimethyI-3-penlyt 

295 


m/z-> 


20 


238 


43 55 67 
'•t' 

40 


83 


■'I. 


‘T 


95 


115 128 152 1^^178 195 209 


223 




266 281 


310 




■'T'" 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 


340 


755773,D 


Fri May 13 09:33:27 2011 


Page 3 


Folk OIG PRR 048446 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F: \Q4-2010\SYSTEM7\11_19__10\755774 , D 

Operator : KAC 

Date Acquired : 20 Nov 2010 10:59 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth; THC.M 

Integrator ; RTE 


Abundance J\0: 756774,D\dala.ms 



Time-> 2.00 3.00 4.00 6.00 6.00 7.00 8.00 9.00 10.00 11.00 


Ret, Time Area Area % Ratio % 

INTEGRATED PEAKS*** 



Folk OIG PRR_048447 




Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\755775.D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 11:14 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

THC.M 

Integrator 

RTE 


Abundance TfC: 755775.D\data,ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


755775.D Pri May 13 09:33:34 2011 


Page 1 


Folk OIG PRR 048448 





Ax^ea Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\755776,D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 11:29 

Sample Name 

^^9 THC STD 

Submitted by 


Vial Number 

86 

AcquisitionMeth 

THC.M 

Integrator 

RTE 


Abundance 


T!C: 755776.D\data.ms 


8^26 


1000000 


500000 


Tinrie-> 2,00 

3,00 

-v-r—^ 

4.00 .5.00 

6-00 

7.00 

' ' ' r ' ^ ••'"T"' 

8.00 9,00 

-r-r-r^ 

10.00 

i — f j— m —m— 
11.00 

Ret, Time 


Area 

Area 

% 

Ratio % 



8,525 


1544823 

100 . 

00 

100.00 




755776-D Fri May 13 09:33:38 2011 


Page 1 


Folk_OIG_PRR_048449 




Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\755776.D 

KAC 

20 Nov 2010 11:29 

^9 THC STD 

86 

THC.M 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NXST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 8.52 C:\Database\NIST05a,L 


Dronabinol 

001972-08-3 

99 

Dronabinol 

001972-08-3 

99 

Dronabinol 

001972-08-3 

97 


Abundance 

80 

60 

40 

20 


Average of 8.488 to 8.673 min,: 765776.D\data.ms (-) 

231 . 2$9 


41 


91 


65 


67 

ill, j. 


kjl 


116 


! 103 


128 


147 


174 


193 


16 


■} i V’|S ^ I < I I I t 1 I j I t r t j 1 I I , p 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


217 




271 


243 


258 


285 


314 


, -rV ri- 


355 


Abundance 


#133557; Dronabinol 



755776,D 


Fri May 13 09:33:38 2011 


Page 2 


Folk OIG PRR 048450 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F ;\Q4 - 2 010\SYSTEM7\ll__19__10\755777 . D 

Operator : KAC 

Date Acquired : 20 Nov 2010 11:44 

Sample Name : BLANK 

Submitted by ; 

Vial Number : 2 

AcquisitionMeth: THC.M 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS^** 


755777.D Pri May 13 09:33:43 2011 Page 1 

Folk OIG PRR 048451 




Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q4-2010\SYSTEM7\11 19 10\755778,D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 12:02 

Sample Name 

BLANK 

Submitted by 
Vial Number 

2 

AcquisitionMeth 

SPEBD.M 

Integrator 

RTE 


Abundance TIC: 755778.D\dala,ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


755778.D Fri May 13 09:33:46 2011 Page 1 


Folk OIG PRR 048452 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM7\11_19_10\755779 

Operator : KAC 

Date Acquired : 20 Nov 2010 12:16 

Sample Name : METHANPHKTANINE STD 

Submitted by : 

Vial Number : 88 

AcquisitionMeth: SPEED.M 
Integrator : RTE 


Abundance T\Q: 755779.D\dala,ms 

I 4.^78 

20000001 

1500000 

1000000 

600000 

OH- 

Time“> 2.00 


Ret. Time 

Area 

Area % 

Ratio % 


4.278 

2431799 

100.00 

100.00 




755779.D Fri May 13 09:33:50 2011 Page 1 

Folk OIG PRR 048453 




Area Percent / Lribrary Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTSM7\11_19__10\755779 .D 
KAC 

20 Nov 2010 12:16 

METHAMPHETAMINE STD 

88 

SPEED.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality; 80 

C: \Database\Pr4W__TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


4.28 C;\Database\NIST05a,L 

Benzeneethanamine, .alphaalpha.“ 000122-09-8 83 
Benzeneethanamine, .alpha.-dimeth 007632"10“2 83 
Benzeneethanamine, N, .alpha.-dimeth 000537"46'-2 74 


Abundance 


80 


60 

40 

20 

0 


m/2*'> 


30 




Average of 4.246 to 4.430 min.: 755779.D\data.ms (-; 


42 51 


66 


78 

-Thp 


91 

j 98 106 


134 146 


30 40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


Abundance 

80 

60 

40 

20 




■r,v 

30 


-rj 

40 


56 


42 

ik. 


61 

-b-n 


#22460; Senzeneethanamine, .alpha,,.aipha.-d!meihyt 


66 


91 




V 84 . 

T \' \'\ 11 1 Iy f-f 


134 


104 \V 

-rT-TT‘lH-y-rrt »'li l I'vr f i i i-r-p'-r-r-)-1 i'i 

60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


ry-1 


,.p 


T-y-T' 


755779,D 


Fri May 13 09:33:52 2011 


Page 2 


Folk OIG PRR 048454 








Area Percent / Library Search Report 


Information from 
File Name ; 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number ; 

AcquisitionMeth: 
Integrator : 


Data Filer 

Fr\Q4"2010\SYSTEM7\11_19_10\755780.D 
KAC 

20 Nov 2010 12:31 

BLANK 

2 

SPEED. M 
RTE 


Abundance 


TfC: 765780.D\data.ms 



Time-> 2.00 3.00 4.00 6.00 6.00 7.00 8.00 9.00 10.00 


Ret. Time 


Area 


Area % Ratio % 


INTEGRATED PEAKS*** 


755780.D Fri May 13 09:33:56 2011 Page 1 


Folk OIG PRR 048455 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM7\11_19__10\755781 -D 
KAC 

20 Nov 2010 12:46 

BLANK 
ASD 
2 

SPEED.M 

RTE 


Abundance TIC: 766781.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


755781.D Fri May 13 09:34:00 2011 


Page 1 


Folk OIG PRR 048456 






Area Percent / Library Search Report 


Information from Data Filei 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4"2010\SYSTSM7\11_19_10\755782,D 
KAC . 

20 Nov 2010 13:00 


ASD 

89 

SPEED.M 
RTE 


Abundance 

5000000 

4000000 

3000000 

2000000 

1000000 


Time--> 2.00 

3.00 

4,00 6.00 

6.00 

7.00 8.00 

9.00 

10.00 

Ret. Time 


Area 

Area % 

Ratio % 



4.295 


9032639 

100,00 

100,00 




TIC: 755782.D\data.ms 


4.$95 


755782.D 


Fri May 13 09:34:03 2011 


Page 1 


Folk OIG PRR 048457 






Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionNeth 
Integrator 


F: \Q4-2010\SYSTEM7\11__19__10\755782 .D 
KAC 

20 Nov 2010 13 : 00 


ASD 

89 

SPEED.M 

RTE 


Search 

Libraries; C:\Database\SLI.L 

Minimum 

Quality: 80 


C: \Database\NIS'l’05a. L 

Minimum 

Quality: 80 


C; \DaCabase\PMt'J_TOX2 . L 



PK# 

RT bibrary/ID 

CAS# 

Qual 


1 4,29 C:\Database\NIST05a,L 

Benzeneethanamine, N,.alpha.-dimeth 000537-46-2 83 
Benzeneethanaraine, N,.alpha.“dimefch 007632-10-2 83 
Benzeneethanamine, N,,alpha.-dimeth 000537-46-2 83 


Abundance 

80 

60 


Average of 4.246 to 4.468 min.: 765782.D\dala.ms (-) 
5|8 


40 


m/Z“> 


20 


10 20 


30 42 


50 ; 




30 40 50 60 70 


91 

V ,1 103 116 127134-142149 207 

ri-'i-| -, 'TT‘l VrT i I I'M I I I I I t I I ) - r. -n- p -r--jT-.-TTTT-T-T'. pil l p^r-ri ,-rrrr- 

80 90 100 110 120 130 140 150 160 170 180 190 200 


Abundance 

80 


#22455: Benzeneethanamme, N,.alpha.-dlmethyK (S)- 


60 


40 




20 


15 


30 


42 




■,VK-rntii 


91 


OVr 

10 20 30 40 50 60 70 80 90 


, 77 


103 1.17 134 148 

rr-|-'i-T x-rT-r^-»'t*-p' I T'r+-|-T T r t f i i m ; i [ i t -] i r r'! •]- i-fTTi i i i i n ‘ 

100 lio 120 130 140 ISO 160 170 180 190 200 


755782.D Fri May 13 09:34:04 2011 


Page 2 


Folk_OIG_PRR_048458 







Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\755783.D 
KAC 

20 Nov 2010 13 : 15 

BLANK 
ASD 
2 

SPEED. M 
RTE 


Abundance TIC; 755783.D\data-ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


755783.D 


Fri May 13 09:34:11 2011 


Page 1 


Folk OIG PRR 048459 











Area Percent / Library Search Report 


Information from 
Pile Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\755784.D 

KAC 

20 Nov 2010 13:29 

BLANK 

2 

SPEED. M 
RTE 


Abundance TfC; 755784.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS^** 


755784.D Fri May 13 09:34:14 2011 


Page 1 


Folk OIG PRR 048460 




Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integx'ator 


Data File: 

F: \Q4“2010\SYSTEM7\11__19_10\755785 .D 
KAC 

20 Nov 2010 13:44 

METHAMPHETAMINE STD 

88 

SPEED, M 
RTE 


AbuncJance 

2000000 

1500000 

1000000 

500000 

0 ^— r 

Tlme--> 2.00 


4.^79 


J]C: 755785.D\data.ms 


T ! T"" r-T—1 p-Lt, 1 ( 1 j F--f—1 1 1 E 1 j E-™r 1 1 j r“—F 1 j 1 T 1 f T—T T 

3.00 4.00 5.00 6.00 7.00 8.00 9.00 10.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.279 

2434138 

100,00 

100.00 


f 


755785,D 


Fri May 13 09:34:19 2011 


Page 1 


Folk OIG PRR_048461 




Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM7\11_19_10\755785.D 

KAC 

20 Nov 2010 13:44 

METHAMPHETAT^INE STD 

88 

SPEED.M 

RTE 


Search 

Libraries; C:\Database\SLI.L 

C;\Database\NIST05a.L 

C : \Database\PMW__T0X2 . L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 4,28 C;\Database\NIST05a.L 

Benzeneethanamine; N,.alpha.-dimeth 007632-10-2 83 
Benzeneethanamine, ,alpha.,.alpha.- 000122-09-8 83 
Benzeneethanamine, ,alphaalpha.- 000122-09-8 78 


Abundance 


80 


68 


Average of 4.252 to 4.403 min.: 755785.D\data,ms (-) 


60 


40 


20 


Abundance 

80 

60 

40 

20 


30 42 

0 ^1—r-|-T' 1 1 'Tyt'i r 
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91 


77 


103110 119 
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p ^ r. (-i-i , i'|T-r-r-ry-T'-,-,' - j r .-rTyrr^r^-nr^. | . . ^ . 

30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


207 


56 


#22446; Benzeneethanamine, N,.alpha.-dfmethyl- 


42 
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QVi-j-in-i I jT i-i j‘i-i-}- 
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91 




104115 
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148 

nfn 


i-'f-r-T-rr-f-T-fTi-p 

30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


755785.D 


Fri May 13 09:34:21 2011 


Page 2 


Folk OIG PRR_048462 







Area Percent / Library Search Report 


Information from Data File: 

File Name 

P;\Q4-2010\SYSTEM7\11 19 10\755786.D 

Operator 

KAC 

Date Acquired 

20 Nov 2010 13:58 

Sample Name 

BLANK 

Submitted by 


Vial Number 

2 

AcquisitionMeth 

SPEED,M 

Integrator 

RTH 


Abundance TIC: 755786.D\data.ms 



Ret, Time 


Area Area % Ratio % 


^**N0 INTEGRATED PEAKS*** 


755786.D Fri May 13 09:34:25 2011 Page 1 


Folk_OIG_PRR_048463 




Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired r 
Sample Name ; 
Submitted by : 
Vial Number : 
Acquis itionMeth 
Integrator : 


Data File; 

F;\Q4-2010\SYSTEM7\11_19_10\756100.D 
KAC 

20 Nov 2010 7:14 

BLANK 
ASD 
2 

TFMPP . M 
RTE 


Abundance TIC: 756100D\data.ms 

20000 ! 


15000| 

li 

loooojl 

jl^ 

60001 \_ 


Time-> 2 00 3.00 4.00 5.00 6.00 7,00 8.00 9.00 10.00 11.00 12.00 13.00 14,00 15.00 16.00 17.00 18.00 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


i 


756100.D 


Fri May 13 09:34:28 2011 


Page 


Folk_OIG_PRR_048464 




